1 .  Our  terms  are  I  %  15  days,  net  30  days. 

2.  This  Catalogue  illustrates  our  line  of  Lighting  Fixtures  and  supersedes  all  previous  issues. 
Items  appearing  in  previous  catalogues  which  are  not  illustrated  in  this  one  have  been 
discontinued. 

3.  "Practically  all  items  are  packed  in  specially  designed  cartons  with  proper  interior  parts 
for  each  particular  number.  Our  standard  packages  contain  as  few  of  each  article  as  is 
economically  practicable,  and  for  this  reason,  we  do  not  solicit  nor  can  we  accept  orders 
for  less  than  standard  packages." 

4.  Orders  on  which  specifications  are  not  definitely  clear  cannot  be  filled  without  con¬ 
siderable  loss  of  time  consumed  in  writing  for  needed  information.  Follow  instructions 
when  ordering  to  facilitate  prompt  service. 

5.  State  clearly  how  the  goods  ordered  are  to  be  shipped,  whether  by  freight,  express  or 
otherwise.  If  fhere  is  any  preference  for  a  certain  route,  it  should  be  mentioned  on 
the  order. 

6.  Great  care  is  used  in  filling  orders  promptly,  packing  goods  properly  and  obtaining 
receipts  from  carriers  for  delivery  in  good  condition.  We  cannot,  therefore,  be  respon¬ 
sible  for  goods  damaged  or  lost  in  transportation.  All  possible  precautions,  however, 
will  be  used  to  prevent  injury  or  delay  and  if  requested,  shipment  will  be  traced. 

7.  All  claims  concerning  the  shipment  of  goods  must  be  made  within  one  week  after  their 

receipt. 

8.  When  referring  to  orders  always  give  the  number  and  date  of  your  order. 

9.  Orders  from  persons  unknown  to  us,  unless  properly  rated  by  commercial  agencies 
should  be  accompanied  by  draft  or  business  references,  or,  if  desired  to  be  sent  C.O.D., 
an  amount  sufficient  to  cover  express  or  freight  charges. 

10.  "Rail  road  rates  are  based  on  minimum  weights  of  100  lbs.  and  if  customers  order  less 
than  100  lbs.  we  will  assume  immediate  shipment  is  desired  regardless  of  weight,  unless 
the  order  specifically  requests  shipment  with  other  goods." 
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RESIDENTIAL  CATALOG  —  PRICE  LIST 


Page  R-2 

20 1 -R  .  $9.00  List 

235-R  .  36.00  " 

Page  R-3 

22 1 -R  . $13.95  List 

223-R  .  27.30  M 

225-R  .  35.25  “ 

Page  R-4 

23 1 -R  . $14.70  List 

233-R  .  28.05  '* 

Page  R-6 

30 1 -R  .  $6.30  List 

335-R  .  24.75  " 

Page  R-7 

32 1 -R  .  $9.30  List 

323-R  .  17.55  " 

325-R  .  24.00  " 

Page  R-8 

33  I -R  . $10.05  List 

333-R  .  18.30  M 

Page  R-10 

50 1 -R  .  $6.75  List 

535-R  .  27.00  " 

Page  R-ll 

52 1 -R  . $10.35  List 

523-R  .  20.25  " 

525-R  .  26.25  ” 

Page  R-12 

531-R  . . $11.10  List 

533-R  .  21.00  " 

Page  R-14 

60 1 -R  .  $6.30  List 

635-R  . 21.75  " 

Page  R-15 

62 1 -R  .  $8.25  List 

623-R  .  16.20  *' 

625-R  .  21.00  “ 

Page  R-16 

63  I -R  .  $9.00  List 

633-R  .  16.95  " 

Page  R-18 

70 1 -R  .  $7.20  List 

735-R  .  28.50  " 

Page  R-19 

72 1 -R  . $10.95  List 

723-R  .  21.45  *' 

725-R  .  27.75  " 

Page  R-20 

73  I -R  . $11.70  List 

733-R  .  22.20  " 

Page  R-22 

2001  .  $6.30  List 

2035  . 24.75  " 

Page  R-23 

2023  . $16.20  List 

2025  .  24.00  " 

Page  R-24 

2021  .  $9.30  List 

2033  .  16.95  *• 


Page  R-26 

435  .  24.75  List 

5701  .  6.45  '* 

5721-1  .  3.30  •' 

Page  R-27 

421  .  $9.30  List 

423  .  16.20  " 

425  .  24.00  " 

Page  R-28 

431  . $10.05  List 

433  .  16.95  " 

Page  R-30 

1801  .  $6.15  List 

1835  .  21.75  " 

Page  R-31 

1821  .  $8.40  List 

1823  . 13.35  " 

1825  .  21.00  " 

Page  R-32 

1831  .  $9.15  List 

1833  .  14.10  " 

Page  R-34 

2101  .  $6.45  List 

2135  .  24.00  " 

Page  R-35 

2121  .  $9.45  List 

2123  .  15.90  " 

2125  .  23.25  " 

Page  R-36 

2131  . $10.20  List 

2133  .  16.65  " 

Page  R-38 

5001  Col.  Brass .  $6.00  List 

5001  Pol.  Chrome  .  6.30 

5035  Col.  Brass .  19.50  " 

5035  Pol.  Chrome  .  21.00 

Page  R-39 

4021  Col.  Brass . $10.80  List 

4021  Pol.  Chrome  .  11.25 

4031  Col.  Brass .  11.55 

4031  Pol.  Chrome  .  12.00 

5025  Col.  Brass  .  18.75  " 

5025  Pol.  Chrome  .  20.25 

Page  R-40 

5023  Col.  Brass  . $13. 50  List 

5023  Pol.  Chrome  .  14.55 

5033  Col.  Brass  .  14.25  " 

5033  Pol.  Chrome  .  15.30 

Page  R-42 

9431  .  $9.75  List 

9433  .  18.00  " 

Page  R-43 

9400  .  $1.65  List 

9421  .  9.00  " 

9425  .  24.75  " 

9441  Bronze  or  Chrome .  9.75 

9441  Ivory  and  Gold .  9.45 

Page  R-44 

9401  .  $6.30  List 

9423  .  17.25  " 

9435  .  25.50  " 


Page  R-46 

5435  . $24.75  List 

5441  Bone  White  &  Gold .  6.00 

5441  Bronze  or  Chrome .  6.60 

Page  R-47 

5421  .  $8.40  List 

5425  .  24.00  " 

5433  .  16.65  “ 

Page  R-48 

5401  .  $6.60  List 

5423  .  15.90  " 

5431  .  10.20  " 

Page  R-49 

3035  with  switch . $12. 00  List 

3035  without  switch .  11.25 

Page  R-50 

3001  .  $4.05  List 

3023  .  7.68  " 

3025  .  10.65  " 

3033  .  8.13  M 

Page  R-51 

5716-1  . $16.50  List 

5716-2  .  16.50  " 

Page  R-52 

5701  .  $6.45  List 

5712-1  .  11.25  ** 

5712-2  .  11.25  " 

5726-1  .  12.60  " 

Page  R-53 

5721-1  .  $3.30  List 

5721- 2  .  3.30  M 

5722- 1  .  7.95  " 

5722-2  .  7.95  " 

5726-2  . .  12.60  ' 

8701  .  6.45  " 

Page  R-54 

8716-1  . $16.50  List 

8716-2  . 16.50  ” 

Page  R-55 

140  . $16. 50  List 

180  .  21.00  " 

Page  R-56 

5 1  6- A  Stained  Bronze  . $14. 25  List 

516-A  Polished  Chrome  .  15.00 

516-B  Stained  Bronze .  14.25 

516-B  Polished  Chrome .  15.00 

516-C  Stained  Bronze  .  14.25 

516-C  Polished  Chrome  .  15.00 

Page  R-57 

1050  . $18.75  List 

9050  .  18.75  " 

Page  R-58 

1 050’/2  . $14.23  List 

9050'/2  .  14.25  " 

Page  R-60 

9711  .  $9.75  List 

9716  .  21.27  “ 

Page  R-61 

9731  . $11.82  List 

9741  .  11.82  “ 

Page  R-62 

9721  . $11. 01  List 

9726  .  20.46  " 
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Page  R-63 

C-103  . $15.00  List 

0-123  .  14.25  " 

Page  R-64 

C-102  . $12.00  List 

C-122  .  11.25  " 

Page  R-65 

5450  Copper  Bronze  .  . .  $4.50  List 

5721-1  Copper  Bronze .  3.30 

5721-1  Bone  White  &  Gold...  2.70  ” 
5721-2  Copper  Bronze .  3.30 

5721- 2  Bone  White  &  Gold.  ..  2.70  " 

5722- 1  Copper  Bronze .  7.95 

5722-1  Bone  White  &  Gold...  7.35  " 

5722-2  Copper  Bronze .  7.95 

5722-2  Bone  White  &  Gold...  7.35 

Page  R-66 

5441  Chrome  or  Bronze...  ...  $6.60  List 

5441  Ivory  &  Gold .  6.00 

5442  Chrome  or  Bronze .  6.60 

5442  Ivory  &  Gold .  6.00 

5444  Ivory  &  Gold .  6.00 

9441  Chrome  or  Bronze .  9.75 

9441  Ivory  &  Gold .  9.45 

Page  R-67 

5449  .  $3.30  List 

5449-2  .  2.85  ” 

5460  .  4.50  " 

Page  R-68 

21  .  $4.80  List 

22  .  8.25  " 

23  .  9.75  " 

25  .  14.85  " 

28-A  .  9.75  " 

■30-A  .  11.25  " 

Page  R-69 

C-100 .  $3.00  List 

C- 1 00-2  .  2.70  ” 

Page  R-70 

4412  .  $4.77  List 

4412-2  .  4.44  " 

Page  R-71 

5447  7  x  4  Opal  Ball  .  $1.35  List 

5447  7  x  4  Nugold  Ball .  1.50 

5448  8  x  4  Opal  Ball  .  1.50  " 

FL-5447  with  Flowered  Louvre.  3.75 
SL-5447  with  Striped  Louvre.  .  3.30 

SL-5448  with  Striped  Louvre.  .  3.75  " 

807/SL-5447  Fixture  Complete  6.75 
808/SL-5448  Fixture  Complete  7.50 
I4/FL-5447  Fixture  Complete.  5.25 

14  Ivory  and  Gold .  1.50 

Page  R-72 

C-84  .  $6.75  List 

C-II7  .  9.00  " 

5454  Assorted  Colors .  2.52 

5454  Single  Color .  2.40 

Page  R-73 

1306  .  $1.26  List 

1306-G .  3.15  " 

I2/I306-G  .  4.65  " 

1308  .  1.59  " 

1308-G  .  3.45  " 

I2/I308-G .  4.95  " 

Page  R-74 

497  .  $1.05  List 

L-497  .  3.00  " 

1 2-L-497  .  4.50  " 

498  .  1.50  " 

L-498  .  3.45  " 

1 2/L-498  .  4.95  " 


Page  R-75 


1306-G .  $3.15  List 

1308-G .  3.45  " 

3206-EL  .  3.15  " 

3206-L  .  2.79  " 

3208-EL  .  3.45  " 

3208-L  .  3.00  " 

6108-L  .  3.00  " 

6208-EL  .  3.45  " 

6208-L  .  3.00  " 

6308-EL  .  3.45  " 

6308-L  .  3.00  “ 

Page  R-76 

294  .  $1.20  List 

296  .  1.20  " 

296-C  .  1.65  " 

299  .  1.50  " 

299-C  .  1.95  " 

12/294  Chromalustre  .  2.25  " 

12/294  Polished  Chrome  ....  2.70  " 

12/296  Chromalustre  .  2.25  " 

12/296  Polished  Chrome  ....  2.70 

12/299  Chromalustre  .  2.55 

12/299  Polished  Chrome  ....  3.00 

Page  R-77 

3508  .  $1.56  List 

3508'/2  .  1.77  " 

3510  .  2.37  " 

351 0'/2  .  2.61  " 

3512  .  3.63  " 

351 2/2  .  4.02  " 

3514  .  4.59  " 

3514/2  .  5.01  " 

3516  .  5.97  " 

35 1 6/2  .  6.36  " 

706-3508  Chrome .  3.45  " 

706-3508  Chromalustre  .  2.85 

708-3510  Chrome .  5.25  " 

708-3510  Chromalustre  .  4.65 

708'/2-3508l/2  Chrome .  3.45  " 

708,/2-3508l/2  Chromalustre  .  .  2.85 

710-3512  Chrome .  7.50 

710-3512  Chromalustre  .  6.90 

7 1 0/2-35 1 0/2  Chrome  .  5.25  " 

7 1 0/2-35 IO/2  Chromalustre  ..  4.65 

712-3514  Chrome .  9.75 

712-3514  Chromalustre  .  9.15 

712/2-3512/2  Chrome .  7.50 

712/2-3512/2  Chromalustre  ..  6.90 

714-3516  Chrome .  14.25  " 

714-3516  Chromalustre  .  13.50. 

714/2-3514/2  Chrome .  9.75 

714/2-3514/2  Chromalustre  ..  9.15 

7 1  6/2-35 1  6/2  Chrome .  14.25 

716/2-3516/2  Chromalustre  ..  13.50 

Page  R-78 

1008  White  Enamel  .  $3.00  List 

1008  Pol.  Chrome  .  3.75 

1010  White  Enamel .  4.50 

1010  Pol.  Chrome  .  5.25 

3706  .  1.50  " 

3708  .  1.95  " 

3710  .  2.85  " 

3712  .  4.35  " 

3714  .  5.55  " 

206/3706  .  3.75  " 

208/3708  .  4.20  " 

210/3710 .  6.0C  " 

212/3712  .  7.50  " 

214/3714  .  9.75  " 

Page  R-79 

3608  .  $1.77  List 

3608-B  .  2.22  " 

3610  .  2.61  " 

36IO-B  .  3.21  " 

3612  .  4.02  " 

361 2-B  .  $4.77  List 


Page  R-79 — Continued 


3614  . 

5.01 

H 

3614-B  . 

6.00 

M 

3616  . 

6.36 

II 

361 6-  B  . 

7.80 

II 

6208-B  . 

1.29 

II 

62 1 2-B  . 

3.45 

II 

6214-B  . 

4.26 

II 

6216-B  . 

6.06 

II 

708/2-3608  Chrome . 

3.45 

II 

708/2-3608  Chromalustre  .... 

2.85 

II 

708/2-3608-B  Chrome  . 

3.90 

II 

708/2-3608-B  Chromalustre  .  . 

3.30 

II 

710/2-3610  Chrome  . 

5.25 

•  1 

710/2-3610  Chromalustre  .... 

4.65 

II 

7 1 0'/2-36 1 0-B  Chrome  . 

5.85 

II 

7I0/2-36I0-B  Chromalustre  .. 

5.25 

II 

712/2-3612  Chrome . 

7.50 

II 

712/2-3612  Chromalustre  .... 

6.90 

II 

7 12/2-361 2-B  Chrome  . 

8.25 

II 

7 1 2 •//> - 3 6 1 2-B  Chromalustre  .. 

7.65 

II 

714/2-3614  Chrome . 

9.75 

II 

714/2-3614  Chromalustre  .... 

9.15 

II 

7l4/2-36l4-B  Chrome  . 

10.74 

II 

7I4/2-36I4-B  Chromalustre  .. 

10.14 

II 

716/2-3616  Chrome . 

14.25 

II 

716/2*3616  Chromalustre  .... 

13.50 

II 

71  6/2-361  6-B  Chrome  . 

15.69 

II 

7 1 6'/2-36 1 6-B  Chromalustre  .. 

14.94 

II 

Page  R-80 

184  Without  Ring  . 

$2.04  List 

2264  Without  Ring  . 

2.37 

1 1 

2264-E  Without  Ring . 

3.30 

II 

2408  . 

2.04 

H 

Page  R-81 

1707-E  . 

$1.74  List 

1709-E  . 

2.97 

•  1 

Page  R-82 

3208-G . 

$1.50  List 

1 4/3208-G  . 

3.00 

•  1 

FL3208  . 

3.75 

1 4/FL-3208  . 

5.25 

II 

Page  R-83 

B-57-6" . 

$.66  List 

B-57-7" . 

.84 

II 

B-57-8" . 

.99 

II 

B-57-IO" . 

1.74 

II 

B-57-12" . 

2.67 

II 

B-57-14" . 

4.74 

II 

B-57-16" . 

5.82 

II 

B-57-18" . 

12.96 

II 

B-57-20" . 

22.50 

II 

300  . 

.66 

•  I 

499  . 

.78 

II 

501  . 

.78 

II 

1 520-6"  . 

.63 

II 

1520-7"  . 

.84 

II 

1520-8"  . 

1.17 

II 

1910-11"  . 

3.00 

II 

1910-13"  . 

3.93 

II 

1910-15"  . 

4.74 

II 

1911  . 

.66 

II 

Page  R-84 

10  . 

$2.16  List 

11  . 

2.16 

1 1 

308-Aooroved . 

1.08 

II 

308-Unapproved . 

1.02 

II 

309-Approved  . 

1.41 

II 

309-Unapproved . 

1.35 

•  1 

3  10- Approved  . 

1.41 

II 

3  1 0-Unapproved  . 

1.35 

II 

311-Approved  . 

1.41 

II 

3  1  1  -Unapproved  . 

1.35 

II 

315-Approved  . 

1.41 

II 

3  1  5-Unapproved . 

1.35 

II 

317-Approved  . 

1.41 

II 

3  1 7-Unapproved . 

1.35 

II 
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338-Approved  .  $1.32  List 

338-Unapproved .  1.26 

501  . 78  " 

506  . 87  " 

Page  R-85 

142-A  No.  Conv.  Outlet .  $4.50  List 

142- A  With  Conv.  Outlet....  4.95 

143- A  No  Conv.  Outlet .  6.75 

143-A  With  Conv.  Outlet....  7.20 

B-144  No  Conv.  Outlet .  2.55 

B-144  With  Conv.  Outlet .  3.00 

B-I45/G4  No.  Conv.  Outlet.  .  4.50 

B-I45/G4  With  Conv.  Outlet.  4.95 
B-I46/G4  No  Conv.  Outlet..  4.50  " 
B-I46/G4  With  Conv.  Outlet.  4.95  " 
B-I47/G4  No.  Conv.  Outlet.  . .  4.50 

B-I47/G4  With  Conv.  Outlet.  4.95 

B-155  .  4.05  " 

B-l55'/2  .  3.60  " 

Page  R-86 

F- 1 5  Low  . $15.75  List 

F- 1 5  High  .  20.25  " 

F- 1 7  Low  .  12.00  " 

F-l  7  High  .  15.75  " 

F-2 1  Low  .  12.45  " 

F-2 1  High  .  16.20  '' 

F-22  Low  .  16.80  “ 

F-22  High  . 21.30  " 

Page  R-87 

D2I  Ivory — Low  . $14.70  List 

D2I  Ivory — High  .  18.45 

D2  I  Chrome — Low  .  15.45 

D2I  Chrome — High .  19.20 

D22  Ivory — Low  .  18.45 

D22  Ivory — High  .  22.95 

D22  Chrome — Low  .  19.20  " 

D22  Chrome — High  .  23.70 

E2 1  Ivory — Low  .  14.70  " 

E2I  Ivory — High  .  18.45  " 

E2I  Chrome — Low .  15.45 

E2I  Chrome — High .  19.20  " 

E22  Ivory — Low  .  18.45 

E22  Ivory — High  .  22.95 

E22  Chrome— Low .  19.20 

E22  Chrome — High .  23.70  " 

H2I  Ivory — Low .  14.70 

H2I  Ivory — High .  18.45  " 

H2!  Chrome — Low  .  15.45  " 

H2I  Chrome — High  .  19.20  " 

H22  Ivory — Low .  18.45  " 

H22  Ivory — High .  22.95  " 

H22  Chrome — Low  .  19.20  " 

H22  Chrome— High  .  23.70  " 

D2I5  Ivory— Low  .  18.00  " 

D2I5  Ivory— High  .  22.50  " 

D2I5  Chrome — Low  .  18.75  " 

D2I5  Chrome — High  .  23.25 

D2 1  7  Ivory — Low  .  14.25 

D2I7  Ivory— High  .  18.00  " 

D2I7  Chrome — Low .  15.00  " 

D2I7  Chrome— High  .  18.75  " 

E2I5  Ivory — Low  .  18.00  " 

E2I5  Ivory— High  .  22.50  " 

E2I5  Chrome — Low .  18.75  " 

E2I5  Chrome— High .  23.25  " 

E2I7  Ivory— Low  .  14.25  " 

E2I7  Ivory— High  .  18.00  " 

E2I7  Chrome — Low .  15.00  " 

E2 1 7  Chrome — High .  18.75  " 

H2I5  Ivory— Low .  18.00  " 

H2I5  Ivory— High  .  22.50  " 

H2I5  Chrome— Low  .  18.75  " 

H2I5  Chrome — High  .  23.25  " 

H2I7  Ivory— Low .  14.25  " 

H2I7  Ivory— High .  18.00  " 

H2I7  Chrome— Low  .  15.00  ” 

H2I7  Chrome — High  .  18.75  " 


Page  R-88 


D02I  Ivory — Low  . $16.05  List 

D02I  Ivory — High  .  19.80 

D02I  Chrome — Low .  16.80  " 

D02I  Chrome — High .  20.55 

D022  Ivory — Low  .  19.80  " 

D022  Ivory — High  .  24.30 

D022  Chrome — Low  .  20.55 

D022  Chrome — High .  25.05 

E02I  Ivory — Low  .  16.05 

E02I  Ivory — High  .  19.80  " 

E02 1  Chrome — Low .  16.80 

E02I  Chrome — High  .  20.55  " 

E022  Ivory — Low  .  19.80 

E022  Ivory — High  .  24.30 

E022  Chrome — Low .  20.55 

E022  Chrome — High .  25.05 

H02I  Ivory — Low .  16.05 

H02I  Ivory — High .  19.80 

H02I  Chrome — Low  .  16.80 

H02I  Chrome — High  .  20.55 

H022  Ivory — Low .  19.80 

H022  Ivory— High  .  24.30  " 

H022  Chrome — Low  .  20.55 

H022  Chrome — High  .  25.05 

D02I5  Ivory — Low  .  18.75  " 

D02I5  Ivory — High  .  23.25 

D02I5  Chrome — Low .  19.50 

D02I5  Chrome — High .  24.00 

D02 1 7  Ivory — Low  .  15.00 

D02 1 7  Ivory — High  .  18.75 

D02I7  Chrome — Low .  15.75  " 

D02I7  Chrome — High  .  19.50 

E02I5  Ivory — Low  .  18.75  " 

E02I5  Ivory — High  .  23.25 

E02I5  Chrome — Low .  19.50 

E02 1 5  Chrome — High  .  24.00 

E02 1 7  Ivory — Low  .  15.00  " 

E02I7  Ivory — High  .  18.75  ' 

E02I7  Chrome — Low .  15.75  " 

E02I7  Chrome — High .  19.50 

H02I5  Ivory — Low .  18.75 

H02I5  Ivory — High .  23.25 

H02I5  Chrome — Low  .  19.50 

H02I5  Chrome — High  .  24.00 

H02I7  Ivory — Low .  15.00 

H02I7  Ivory — High .  18.75 

H02I7  Chrome — Low  .  15.75 

H02I7  Chrome — High  .  19.50 

Page  R-89 

D2I  Ivory — Low  . $14.70  List 

D2 1  Ivory — High  .  18.45 

D2I  Chrome — Low  .  15.45 

02 1  Chrome — High .  19.20 

D22  Ivory — Low  .  18.45 

D22  Ivory — H'gh  .  22.95 

022  Chrome — Low  .  19.20  " 

D22  Chrome — High  .  23.70 

E2I  Ivory — Low  .  14.70 

E2I  Ivory — High  .  18.45 

E2I  Chrome — Low .  15.45 

E2I  Chrome — High  .  19.20 

E22  Ivory — Low  .  18.45  " 

E22  Ivory— High  .  22.95  " 

E22  Chrome — Low .  19.20  " 

E22  Chrome— High  .  23.70  " 

H2I  Ivory — Low .  14.70  " 

H2I  Ivory— High .  18.45  " 

H2I  Chrome — Low  .  15.45  " 

H 2 1  Chrome — High  .  19.20 

H22  Ivory — Low .  18.45  " 

H22  Ivory— High  .  22.95  ” 

H22  Chrome — Low  .  19.20  " 

H22  Chrome— High  .  23.70  " 

D2I5  Ivory — Low  .  18.00  " 

D2I5  Ivory— High  .  22.50  ” 

D2  I  5  Chrome — Low  .  18.75  " 

D2I5  Chrome — High .  23.25  " 

D2I7  Ivory— Low  .  14.25  " 

D2I7  Ivory— High  .  18.00  " 


Page  R-89 — Continued 


D2I7  Chrome — Low  . $15.00  List 

D2 1  7  Chrome — High .  18.75  " 

E2I5  Ivory — Low  .  18.00  “ 

E2I5  Ivory — High  .  22.50  " 

E2I5  Chrome — Low .  18.75 

E2 1  5  Chrome — High  .  23.25  " 

E2 1 7  Ivory — Low  .  14.25  " 

E2I7  Ivory— High  .  18.00  " 

E2I7  Chrome — Low .  15.00  " 

E2I7  Chrome — High  .  18.75 

H2I5  Ivory — Low .  18.00  " 

H2I5  Ivory— High .  22.50  " 

H2I5  Chrome — Low  .  18.75  " 

H2I5  Chrome — High  .  23.25  " 

H2I7  Ivory — Low .  14.25  " 

H2I7  Ivory — High  .  18.00  " 

H2I7  Chrome — Low  .  15.00 

H 2 1  7  Chrome — High  .  18.75 

Page  R-90 

D02I  Ivory — Low  . $16.05  List 

D02 1  Ivory — High  .  19.80 

D02  I  Chrome — Low .  16.80 

D02 1  Chrome— High .  20.55  " 

D022  Ivory— Low  .  19.80  " 

D022  Ivory — High  .  24.30 

D022  Chrome — Low .  20.55 

D022  Ch-ome— High .  25.05  " 

E02 1  Ivory — Low  .  16.05 

E02I  Ivory — High  .  19.80  " 

E02I  Chrome — Low .  16.80  " 

E02 1  Chrome — High .  20.55  " 

E022  Ivory — Low  .  19.80 

E022  Ivory — High  .  24.30 

E022  Chrome— Low .  20.55 

E022  Chrome — High  .  25.05 

H02I  Ivory— Low .  16.05  " 

H02I  Ivory — High .  19.80 

H02I  Chrome — Low  .  16.80  " 

H02I  Chrome — High  .  20.55  " 

H022  Ivory — Low .  19.80  " 

H022  Ivory— High  .  24.30  " 

H022  Chrome — Low  .  20.55 

H022  Chrome — High  .  25.05 

D02I5  Ivory — Low  .  18.75  " 

D02I5  Ivory— High  .  23.25  " 

D02 1  5  Chrome — Low  .  19.50 

002 1 5  Chrome — High .  24.00  " 

D02I7  Ivory — Low  .  15.00  " 

D02I7  Ivory— High  .  18.75  " 

D02 1 7  Chrome — Low . ,  15.75  " 

D02I7  Chrome— High  .  19.50  " 

E02I5  Ivory — Low  .  18.75  " 

E02I5  Ivory — High  .  23.25  " 

E02I5  Chrome — Low .  19.50  " 

E02I5  Chrome — High .  24.00  " 

E02I7  Ivory — Low  .  15.00  “ 

E02I7  Ivory — High  .  18.75  " 

E02I7  Chrome — Low .  15.75  " 

E02I7  Chrome — High .  19.50  " 

H02I5  Ivory — Low .  18.75  " 

H02I5  Ivory — High  .  23.25  " 

H02I5  Chrome — Low  .  19.50  " 

H02I5  Chrome — High  .  24.00  " 

H02I7  Ivory — Low .  15.00  " 

H02I7  Ivory — High .  18.75  " 

H02I7  Chrome — Low  .  15.75  " 

H02I7  Chrome — High  .  19.50  " 
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Y-D220  . $36.75  List 

Y-H220  .  42.00  " 

Y-K220  .  39.00  " 

Y-L220  .  39.00  " 

Page  R-92 

32 -Low .  $9.30  List 

32-A  Low .  9.30  " 
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Wynnewood  Line 


Colonial  Brass  with  Crystal  Chimneys  and 
Frosted  Cut  Shades 


Listed  under  Label  Service  of  Underwriters'  Laboratories 


See  next  page 
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- -  (gV<o-- 


Wynnewood 


^5 


No.  235-R 


[5  Lights] 


Length  Overall . 42  inches 

Spread  . 20  inches 


For  3  circuit  turn  button  switch  in  bottom 
centre,  add  $  1 .50  list. 


Finishes 

Fixtures:  Colonial  Brass 

Glassware:  Cut  Shades 

Crystal  Chimneys 


No.  20 1  -  R  [I  Light] 


Backplate  . 10  inches 

Extension  from  Wall .  8  inches 


[With  Canopy  Turn  Switch] 


For  extra  length  of  chain  on  pendant 
fixtures,  add  45c  list  per  foot  or  fraction 
of  a  foot. 


Listed  under  Label  Service  of  Underwriters'  Laboratories 
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Wynnewood” 


No.  225-R  [ 5  Lights ] 


Length  Overall  . 18  inches 

Spread  . 18  inches 


When  ordering  please  give 
Number  and  Finish  required. 


No.  22 1  -  R  [I  Light] 


Length  Overall  . !8'/2 

Spread  .  8 


inches 

inches 


•n 


No.  223-R  [3  Lights] 


Length  Overall  . 18  inches 

Spread  . 18  inches 


Listed  under  Label  Service  of  Underwriters’  Laboratories 
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0><5” 


Wynnewood 


// 


No.  23  I  -R  [  I  Light] 


Length  Overall 


42  inches 


Spread 


inches 


When  ordering  please  give 
Number  and  Finish  required. 


Finish 

Fixtures:  Colonial  Brass 

Glassware:  Cut  Shades 

Crystal  Chimneys 


r. 

n 


No.  233-R  [3  Lights] 


Length  Overall 


42  inches 


Spread 


18  inches 


-6- 


Listed  under  Label  Service  of  Underwriters'  Laboratories 
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// 


Wiltshire  Line 


$ 


$ 


Copper  Bronze  with  Colonial  Shades  and 
Nugold  Iridescent  Glass  Ornaments 


Listed  under  Label  Service  of  Underwriters’  Laboratories 


<2 


See  next  page 


PAGE  R-6 


^Wiltshire  ' 


No.  3 35- R  [5  Lights] 


Length  Overall . 42  inches 

Spread  . 21  inches 


For  3  circuit  turn  button  switch  in  bottom 
centre,  add  $1.50  list. 


Finishes 

Fixtures:  Copper  Bronze 
Glassware:  Colonial  Frosted 


No.  301-R  [I  Light] 


Baclcplate  . II  inches 

Extension  from  Wall . 6I/2  inches 


[With  Canopy  Turn  Switch] 


For  extra  length  of  chain  on  pendant 
fixtures,  add  45c  list  per  foot  or  fraction 
of  a  foot. 


Listed  under  Label  Service  of  Underwriters'  Laboratories 
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"Wiltshire" 


No.  325-R  [5  Lights] 

Length  Overall  . 15  inches 

Spread  . 21  inches 


No.  32 1 -R  [I  Light] 


Length  Overall  . 

. 18 

inches 

Spread  . 

. 9'/2 

inches 

When  ordering  please  give 
Number  and  Finish  required. 


No.  323-R  [3  Lights] 


V 

Length  Overall  . 

. 15  inches 

Spread  . 

. 18  inches 

Listed  under  Label  Service  of  Underwriters'  Laboratories 
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"Wiltshire" 


No.  33  l-R  [I  Light] 


Length  Overall 


42  inches 


Spread 


9^/2  inches 


When  ordering  please  give 
Number  and  Finish  required. 


■6- 


Finish 

Fixtures:  Copper  Bronze 


Glassware:  Colonial  Frosted 


No.  3 3 3 - R  [ 3  Lights] 


Length  Overall . 42  inches 

Spread  . 18  inches 


Listed  under  Label  Service  of  Underwriters'  Laboratories 
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Berkshire  Line 


Colonial  Brass  with  Frosted  Cut  Shades  and 
Crystal  Glass  Ornaments 


Listed  under  Label  Service  of  Underwriters'  Laboratories 


0>-rs- 


See  next  pag 
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Berkshire 


// 


No.  535-R  [ 5  Lights ] 


Length  Overall . 42  inches 

Spread  . 20  inches 


For  3  circuit  turn  button  switch  in  bottom 
centre,  add  $1.50  list. 


Finishes 

Fixtures:  Colonial  Brass 
Glassware:  Cut  Shades 


No.  501  -R  [I  Light] 


Backplate  . 5  inches 

Extension  from  Wall . 8 inches 


[With  Canopy  Turn  Switch] 


For  extra  length  of  chain  on  pendant 
fixtures,  add  45c  list  per  foot  or  fraction 
of  a  foot. 


Listed  under  Label  Service  of  Underwriters'  Laboratories 
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Berkshire 


// 


No.  525-R  [5  Lights] 


Length  Overall  . 17  inches 

Spread  . 20  inches 


No.  521-R  [I  Light] 


Length  Overall  . 17  inches 

Spread  .  9  inches 


When  ordering  please  give 
Number  and  Finish  required. 


No.  523-R  [3  Lights] 


Length  Overall  . 17  inches 

Spread  . 18  inches 


Listed  under  Label  Service  of  Underwriters'  Laboratories 
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Berkshi 


// 


ire 


Finish 

Fixtures:  Colonial  Brass 

Glassware:  Cut  Shades 


No.  53  l-R  [I  Light] 


Length  Overall . 42  inches 

Spread  .  9  inches 


When  ordering  please  give 
Number  and  Finish  required. 


$ 


No.  533 - R  [3  Lights] 


Length  Overall . 42  inches 

Spread  . 18  inches 


Listed  under  Label  Service  of  Underwriters'  Laboratories 
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Clayton  Line 


$ 

♦ 


$ 


$ 


Copper  Bronze  with  Nugold  Iridescent  Glass  Shades  and  Ornaments 

Centre  Ball  in  Crystal  Glass 


Listed  under  Label  Service  of  Underwriters'  Laboratories 


See  next  page 
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"Clayton" 


No.  635-R  [ 5  Lights ] 


Length  Overall . 42  inches 

Spread  . 20  inches 


For  3  circuit  turn  button  switch  in  bottom 
centre,  add  $  1 .50  list. 


Finishes 

Fixtures:  Copper  Bronze 
Glassware:  Nugold  Iridescent 


No.  60 1  -R  [I  Light] 

Backplate  . 4^  inches 

Extension  from  Wall . 8  inches 

[With  Canopy  Turn  Switch] 


For  extra  length  of  chain  on  pendant 
fixtures,  add  45c  list  per  foot  or  fraction 
of  a  foot. 


Listed  under  Label  Service  of  Underwriters'  Laboratories 
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Clayton 


o- 


No.  625-R  [5  Lights] 

Length  Overall  . I4I/2  inches 

Spread  . 20  inches 


No.62l-R  [I  Light] 

Length  Overall  . 1 5'/2  inches 

Spread  .  9  inches 


When  ordering  please  give 
Number  and  Finish  required. 


No.  623-R  [3  Lights] 

Length  Overall  . 1 4l/2  inches 

Spread  . 16  inches 


Listed  under  Label  Service  of  Underwriters'  Laboratories 


- @ 
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Clayton 


No.  63  I  -R  [I  Light  ] 


Length  Overall . 42  inches 

Spread  .  9  inches 


When  ordering  please  give 
Number  and  Finish  required. 


Finish 

Fixtures:  Copper  Bronze 
Glassware:  Nugold  Iridescent 


No.  633-R  [ 3  Lights] 


Length  Overall . 42  inches 

Spread  . 16  inches 


Listed  under  Label  Service  of  Underwriters'  Laboratories 
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// 


Sussex  Line 


Colonial  Brass  with  Colonial  Cut  Shades  and 
Crystal  Glass  Centre  Leaf  Ornament 


Listed  under  Label  Service  of  Underwriters'  Laboratories 


(Oxx... 


See  next  page 
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bussex 


No.  735-R  [5  Lights] 


Length  Overall . 42  inches 

Spread  . 19  inches 


For  3  circuit  turn  button  switch  in  bottom 
centre,  add  $1.50  list. 


Finishes 

Fixtures:  Colonial  Brass 
Glassware:  Cut  Shades 


No.  70 1 -R  [I  Light] 


Backplate  . 10  inches 

Extension  from  Wall . 7l/2  inches 


[With  Canopy  Turn  Switch] 


For  extra  length  of  chain  on  pendant 
fixtures,  add  45c  list  per  foot  or  fraction 
of  a  foot. 


Listed  under  Label  Service  of  Underwriters'  Laboratories 
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No.  725-R  [5  Lights] 

Length  Overall  . 1 d'/j  inches 

Spread  . 19  inches 


When  ordering  please  give 
Number  and  Finish  required. 


No.  721-R  [  I  Light] 

Length  Overall . I8Y2  inches 

Spread  .  8  inches 


No.  723-R  [3  Lights] 

Length  Overall  . I  dl/2  inches 

Spread  . Id  inches 


Listed  under  Label  Service  of  Underwriters'  Laboratories 


:<2x°- 
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bussex 


No.  73  I  -R  [I  Light] 


Length  Overall 


42  inches 


Spread 


8  inches 


When  ordering  please  give 
Number  and  Finish  required. 


£ 


Finish 

Fixtures:  Colonial  Brass 

Glassware:  Cut  Shades 


No.  733-R  [3  Lights] 


Length  Overall . 42  inches 

Spread  . 16  inches 


Listed  under  Label  Service  of  Underwriters'  Laboratories 


•♦♦a 
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Melrose 


// 


The  fixture  above  illustrates  the  combination  of  Polished 
Chrome  and  Blue  with  Pearl  Iridescent  Glassware 


Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 


-Qyn- 


See  other  side  of  sheet 
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eirose 


// 


No.  2035  [5  Lights] 

Length  Overall  . 42  inches 

Spread  . 20  inches 

For  5  light  fixtures  wired  with  3  circuit  turn 
button  switch  in  bottom  centre,  add  $1.50  List 


For  extra  lengths  of  chain  on  pendant  fixtures, 
add  45c  List  per  foot  or  fraction  of  a  foot 


Choice  of  Finishes: 

Polished  Chrome  and  Blue 
with 

Pearl  Iridescent  Glassware 

or 

Copper  Bronze  and  Chrome 
with 

Gold  Iridescent  Glassware 


No.  2001  [I  Light  Bracket] 

Backplate  . 41/ 2  x  4*/ 2  inches 

Extension  from  wall .  8  inches 

[with  Canopy  Turn  Button  Switch] 


Standard  Package 


2  pieces 


Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 

••othSE 


See  other  side  of  sheet 
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Melrose 
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No.  2025  [5  Lights] 


Length  Overall  . 16  inches 

Spread  . 20  inches 


For  5  light  fixtures  wired  with  3  circuit  turn 
button  switch  in  bottom  centre,  add  $1.50  List 


Choice  of  Finishes: 

Polished  Chrome  and  Blue 
with 

Pearl  Iridescent  Glassware 
or 

Copper  Bronze  and  Chrome 
with 

Gold  Iridescent  Glassware 


When  ordering  please  give 
fixture  number  and 
finish  reauired 

i 


No.  2023  [3  Lights] 


Length  Overall  . 15  inches 

Spread  . 17  inches 


Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 
=Qyrs- 


I 


See  other  side  of  sheet 
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Melrose 


// 


No.  2021  [I  Light] 


Length  Overall  . 12  inches 

Width  .  9  inches 


Choice  of  Finishes: 

Polished  Chrome  and  Blue 

with 

Pearl  Iridescent  Glassware 
or 

Copper  Bronze  and  Chrome 
with 

Gold  Iridescent  Glassware 


When  ordering  please  give 
fixture  number  and 
finish  required 


No.  2033  [3  Lights] 

Length  Overall  . 

Spread  . 


42  inches 
17  inches 


Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 

-cn^G) 


See  other  side  of  sheet 
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Rittenhouse 


// 


The  fixture  above  illustrates  the  combination  of 
Copper  Bronze  and  Chrome  with  Nugold  Glass 


^$K 


f 


* 


See  next  page 
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Rittenhouse 
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No.  435  [5  Lights] 


Length  Overall  . 42  inches 

Spread  . 20  inches 


For  5  Light  fixtures  wired  with  3  circuit 
turn  button  switch,  in  bottom  centre,  add 
SI. 50  List. 


For  exfra  length  of  chain, 
add  45c  list  per  foot  or 
fraction  of  a  foot. 


No.  5721-1  [  I  Light] 


Length  Overall  . 8%  inches 

Diameter  of  Glass.  .  .  . inches 


Finishes: 

Copper  Bronze  and  Chrome 
with  Nugold  Glassware. 
Polished  Chrome  with 
Pearlustre  Glassware. 


No.  5701  [  I  Light] 


Backplate  . 5%  inches 

Extension  from  Wall . 8  inches 

[With  Canopy  Turn  Button  Switch] 
Standard  Package . 2  Pieces 


Listed  under  Label  Service  of  Underwriters'  Laboratories 


PAGE  R  -  27 


••«Xq) 


Rittenhouse” 


No.  425  [5  Lights] 


Length  Overall  . 12  inches 

Spread  . 20  inches 


No.  421  [I  Light] 


Length  Overall  . 16  inches 

Spread  . 7l/2  inches 


When  ordering,  please  give 
Fixture  Number  and  Finish 
required. 


No.  423  [3  Lights] 


Length  Overall  . II  inches 

Spread  . 17  inches 


Listed  under  Label  Service  of  Underwriters'  Laboratories 
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Rittenhouse  ' 


When  ordering  please  give 
Number  and  Finish  required. 


No.  433  [3  Lights] 

Length  Overall  . 42  inches 

Spread  . 17  inches 


Listed  under  Label  Service  of  Underwriters  Laboratories 


••0*6) 


;,'  See  previous  page. 
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Jefferson 


The  fixture  above  illustrates  the  combination  of  Carat  Gold 
and  Chrome  with  Pearl  Iridescent  Glassware. 


"H* 
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Jefferson 


For  extra  lengths  of  chain  on  pendant 
fixtures,  add  45c  List  per  foot  or  fraction 
of  a  foot. 


No.  1801  [1  Light] 

Backplate . 4%x4%  inches 

Extension  from  wall...  63^  inches 
[With  Canopy  Turn  Switch] 


i 

i 


9 

♦ 

Listed  under  Label  Service  of  Underwriters’  Laboratories,  Inc. 
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Jefferson 
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No.  1825  [5  Lights] 


Length  Overall .  14  inches 

Spread . 18  inches 


No.  1821  [1  Light) 


Length  Overall . 15  inches 

Spread .  7H  inches 


No.  1823  [3  Lights] 

Length  Overall . 12  inches 

Spread . 14^6  inches 


Listed  under  Label  Service  of  Underwriters’  Laboratories,  Inc. 
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No.  1831  [1  Light] 

Length  Overall . 42  inches 

Spread . 7  L2  inches 


When  ordering  please  give 
number  and  finish  required. 


Jefferson 


Choice  of  Finishes 

Antique  Bronze  &  Chrome 
with  Pearl  Iridescent 
Glassware. 

Carat  Gold  with  Gold 
Iridescent  Glassware. 


No.  1 833  [3  Lights] 

Length  Overall . 42  inches 

Spread . 14}^  inches 


Listed  under  Label  Service  of  Underwriters’  Laboratories,  Inc. 
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Belvedere 


// 


This  fixture  illustrates  the  combination  of 
Carat  Gold  and  Gold'  Etched  Glassware. 


=<0>-ro- 


Sea  next  page 
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Belvedere 


// 


No.  2 1 35  [5  Lights] 


Length  Overall  . 42  inches 

Spread  . 21  inches 


For  5  Light  fixtures  with  3  circuit  turn  but¬ 
ton  switch  in  bottom  centre,  add  $1.50  List. 


Fixture: 

Carat  Gold 

Copper  Bronze  and  Chrome 

Glassware: 

Champagne  colored,  with 
Transparent  Gold  etching 


For  extra  lengths  of  chain  on  pendant  fixtures, 
add  45c  List  per  foot  or  fraction  of  a  foot. 


No.  2101  [I  Light  Bracket] 

Backplate  Diam.  .  . 5'A  inch  es 

Extension  . 7 '/2  inches 

with  Canopy  Turn  Button  Switch 
Standard  Package . 2  pieces 


9 

♦ 

Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 


u  m  •- 


PAGE  R-  35 


Belvedere 


II 


♦ 

$ 


Length  Overall 
Spread  . 


No.  2123  [3  Lights] 

. 13  inches 

. 15  inches 


No.  2121  [I  Light] 


Length  Overall  . 16  inches 

Spread  . 7 inches 


When  ordering,  please  give 
fixture  number  and 
finish  required. 


Listed  under  Label  Service  of  Underwriters'  Laborotories,  Inc. 


!>A'  it  0  Q 
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Belvedere 
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No.  2133  [3  Lights] 


Length  Overall  . 42  inches 

Spread  . 15  inches 


For  extra  lengths  of  chain  on  pendant  fixtures, 
add  45c  List  per  foot  or  fraction  of  a  foot. 

When  ordering,  please  give  fixture  Number  and 
Finish  required. 


Fixtures: 

Carat  Gold 

Copper  Bronze  and  Chrome 

Glassware: 

Champagne  colored  with 
Transparent  Gold  etching 


No.  2131  [I  Light  ] 


Length  Overall 


42  inches 


Spread 


7^/2  inches 


Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 


See  previous  page 
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Greenwood 


// 


This  fixture  illustrates  the  combination  of 
Colonial  Brass  with  Crystal  Cut  Glassware. 


Se©  other  tide 
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Greenwood 
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No.  5035  [5  Lights] 

Length  Overall  . 42  inches 

Spread  . . 18  inches 

For  5  Light  fixtures  wired  with  3  circuit 
turn  switch  in  bottom  centre,  add  $1.50 
List. 


For  extra  lengths  of  chain, 
add  45c  list  per  foot  or 
fraction  of  a  foot. 


♦ 


Finishes: 

Colonial  Brass  or 
Polished  Chrome 


No.  5001  [I  Light  Bracket] 


Backplate  Diam . 4 !/g  inches 

Extension  from  Wall . S^/2  inches 


[With  Canopy  Turn  Switch] 


When  ordering,  please  give 
fixture  number  and  finish 
required. 


Listed  under  Label  Service  of  Underwriters'  Laboratories 
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Greenwood" 


No.  5025  [5  Lights] 

Length  Overall  . 14  inches 

Spread  . i  8  inches 


No.  4031  [I  Light] 

Length  Overall  . 42  inches 

Spread  .  1^/2  inches 


No.  4021  [I  Light] 

Length  Overall  . 17  inches 

Spread  .  7^/2  inches 


V 


Listed  under  Label  Service  of  Underwriters'  Laboratories 
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Greenwood' 


No.  5023  [3  Lights] 


Length  Overall . 13  inches 

Spread  . 14  inches 


Finishes: 

Colonial  Brass 
Polished  Chrome 


When  ordering,  please  give 
fixture  number  and  finish 
required. 


4 

$ 


For  extra  chain  add  45c  list 
per  foot  or  fraction  of  a  foot. 


No.  5033  [3  Lights] 


Length  Overall  . 42  inches 

Spread  . 14  inches 


Listed  under  Label  Service  of  Underwriters'  Laboratories 


‘See  other  side  of  sheet. 
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Sherwood 


// 


A  line  of  Residential  Lighting  Fixtures/  with  Ornamental  Filigree  motif/  becutifully 
finished  and  furnished  with  lustrous  Iridescent  Glass  Shades. 


The  fixture  above  illustrates  the  combination  of  Copper  Bronze 
and  Chrome  with  Iridescent  Stippled  Gold  Glass  Shades. 


See  back  of  this  sheet. 
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Sherwood 
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Finish 

Fixtures 

Copper  Bronzeand  Chrome 

Glassware 

Iridescent  Stippled  Gold 


For  extra  lengths  of  chain  on 
pendant  fixtures,  add  45c  List 
per  foot  or  fraction  of  a  foot. 


No.  9433  [3  Lights) 


Length  overall  ....  . 42  in.  he  s 

Spread  . 16  inches 


All  fixtures  are  furnished  wired  complete 
with  approved  wiring  devices  and  heat- 
resisting  wire 


No.  9431  [1  Lightl 

Length  overall . 42  inches 

Spread .  7  inches 


When  ordering,  please  give  fixture 
number,  finish  and  finish  of  Glassware 
required 


Listed  under  Label  Service  of  Underwriters’  Laboratories,  Inc. 

•♦48= 


See  back  of  this  sheet. 
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Sherwood 
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No.  9441  [1  Light] 

Diameter . 12  inches 

Length . 13  inches 

[Will  take  up  to  a  100-watt  lamp] 

No.  9441  Can  also  be  furnished  in 
Bone  White  and  Gold 


No.  9421  [1  Light] 

Length  overall . 18  inches 

Spread .  7  inches 


No.  9400  [1  Light] 


All  fixtures  are  furnished  wired  complete 
with  approved  wiring  devices  and  heat- 
resisting  wire 


Note — 

Special  3-circuit  switches  are  supplied 
only  on  No.  9435  and  No.  9425,  and 
only  when  requested. 


$ 


No.  9425  [5  Lights] 

Length  overall . 18  inches 

Spread . 18  inches 

$  For  fixtures  wired  with  3-circuit  turn  switch  in  bottom 

*  centre,  add  $1.50  list  extra. 


Listed  under  Label  Service  of  Underwriters’  Laboratories,  Inc. 


When  ordering,  please  give 
fixture  number  and  finish,  also 
finish  of  Glassware  required. 


See  back  of  this  sheet 
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Sherwood 


II 


Finish 

Fixtures 

Copper  Bronze  andChrome 

Glassware 

Iridescent  Stippled  Gold 


No.  9435  [5  Lights] 

Overall  length . 42  inches 

Spread . 18  inches 

For  fixtures  wired  with  3-circuit  turn  switch  in  bottom 
centre,  add  SI. 50  list  extra. 


All  fixtures  are  furnished  wired  complete 
with  approved  wiring  devices  and  heat- 
resisting  wire 


No.  9423  [3  Lights] 


Overall  length . 16  inches 

Spread . 16  inches 


No.  9401  [1  Light  Wall  Bracket] 


Back  plate . 4^  inches 

Extension  from  wall . 7 1/2  inches 


[Furnished  with  Canopy  Turn  Switch] 


t 

r 

Listed  under  Label  Service  of  Underwriters’  Laboratories,  Inc. 


See  back  of  this  sheet. 
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May  fa  i  r 


// 


A  Residential  line  of  Colonial  Design  Lighting  Fixtures,  with  Beautiful,  Semi-Indirect,  Iridescent  Glass  Shades. 
Bordering  the  edges  of  the  shades,  are  Metal  Bands  of  Openwork  design,  which  not  only  add  to  the  appearance, 

but  give  the  fixture  a  finished  and  completed  effect. 


The  fixture  above  is  shown  illustrated  in  Copper  Bronze  and  Chrome  finish, 
but  can  also  be  supplied  in  Polished  Chrome  throughout. 


— 
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When 

ordering,  please 

give 

fixture 

number  and 

finish 

required. 

No.  544 1  [  I  Light] 

[Will  take  up  to  a  100  watt  lamp] 

Overall  Length  . II  inches 

Diameter  of  Bowl . lO1/*  inches 

Furnished  in: 

Bone-White  and  Gold 
Polished  Chromium 

Glassware  is  Iridescent  Opal 


@>-n> 


No.  5435  [5  Lights] 

Overall  length  42  inches — Spread  24  inches 
Special  3  circuit  turn  switch  installed  in  bottom  center 
a*  $1.50  list  extra 


Choice  of  Finishes: 

Copper  Bronze  and  Chrome 
Polished  Chrome 


All  fixtures  are  furnished 

Glassware  is  "Nugold" 

w'red  complete. 

(Gold  Iridescent  finish) 

Listed  under  Label  Service  of  Underwriters'  Laboratories 
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All  fixtures  are  furnished 
wired  complete. 


No.  5433  [3  Lights] 

Overall  length  42  inches — Spread  1 5(/2  inches 
Special  3-circuit  installed  in  bottom  centre 
at  $1.50  list  extra 


For  extra  lengths  of  chain, 
add  45c  list  per  foot  or 
fraction  of  a  foot. 


No.  5425  [5  Lights] 

Overall  Length  1 4*/2  inches — Spread  24  inches 
Special  3  circuit  turn  switch  installed  in  bottom 
centre  at  $1.50  list  extra 


No.  542 1  [  I  Light] 

Overall  length  . I  M/2  inches 

Spread  .  9  inches 

[Cannot  be  furnished  with  switch] 


Listed  under  Label  Service  of  Underwriters'  Laboratories 


<S>-cs> 
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No.  5423  [3  Lights] 

Overall  length  . I  I  ^  inches 

Spread . I  S1/^  inches 


? 


Choice  of  finishes: 

Copper  Bronze  and  Chrome 
Polished  Chrome 


No.  543 1  [I  Light] 

Overall  length  . 42  inches 

Spread  .  9  inches 


No.  5401  [I  Light  Bracket] 

Overall  length  . I  I  i/2  inches 

Extension  from  Wall.  .  7  inches 

[With  Canopy  Switch] 


When  ordering,  please  give 
fixture  number  and  finish 
required. 
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Swarthmore  ' 


Length  Overall 
Spread  . 


No.  3035  [5  Lights] 

. 42  inches 

. 18  inches 


Finish: 

When  ordering  please  give 

IVORY  and  GOLD 

fixture  number  and 

with 

finish  required 

Gold  Iridescent  Glassware 

All  5  Light  Fixtures  are  furnished  wired  with  3  circuit  turn  button  switch 
in  bottom  centre,  unless  otherwise  specified. 

Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc, 

— PW" 


See  other  side  of  sheet 


U  «.  A. 


•*4% 
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Swarthmore 


No.  3025  [  5  Lights] 


Length  Overall  . 17  inches 

Spread  . 18  inches 


No.  3023  [3  Lights] 


Length  Overall  . 15  inches 

Spread  . 15  inches 


V 

♦ 


No.  3001  [I  Light  Bracket] 


Backplate  . 7  x  4l/4  inches 

Extension  . 6'/2  inches 


[with  Canopy  Turn  Button  Switch] 


Standard  Package 


2  pieces 


No.  3033  [3  Lights] 

Length  Overall  . 

Spread  . 


42  inches 
15  inches 


When  ordering  please  give 
fixture  number  and 
finish  required 


fisted  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 


u  a  *- 


See  other  side  of  sheet 
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Bellaire 


■aXc) 


Residential  Lighting  Fixtures 


No.  5716-1  [3  Lights] 


Overall  length  . 42  inches 

Diameter  of  Bowl . 16  inches 


Finish:  Polished  Chrome  with  Pearlustre  Glass 


For  extra  chain  add  45  cents  list 
per  foot  or  fraction  of  a  foot. 


All  fixtures  are  wired  complete 
with  approved  wiring  materials. 


No.  5716-2  [3  Lights] 


Overall  length  . 42  inches 

Diameter  of  Bowl . 16  inches 


f 


Finish:  Copper  Bronze  with  Ivory  and  Tan  Glass 


Listed  under  Label  Service  of  Underwriters'  Laboratories 
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No.  5712-1  [2  Lights] 

Overall  length  . 42  inches 

Diameter  of  Bowl . l2'/2  inches 

Finish:  Polished  Chrome  with 
Pearlustre  Glass 


Bellaire 


No.  5712-2  [2  Lights] 

Overall  length  . 42  inches 

Diameter  of  Bowl . I2i/2  inches 

Finish:  Copper  Bronze  with 
Ivory  and  Tan  Glass 


No.  5726-1  [3  Lights] 


Overall  length  . 14  inches 

Diameter  of  Bowl . 16  inches 


Finish:  Polished  Chrome  with 
Pearlustre  Glass 


No.  5701  [I  Light  Bracket] 


Backpiate  Diameter  . 53/e  inches 

Extension  . 8  inches 


Finish:  Polished  Chrome  with 
Pearlustre  Glass 
[With  Canopy  Turn  Switch] 


When  ordering,  please  mention  Number  and  Finish. 
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No.  5722-2  [2  Lights] 

Overall  length  . 12  inches 

Diameter  of  Bowl . l2'/2  inches 

Finish:  Copper  Bronze  with 
Ivory  and  Tan  Glass 


Bellaire 


No.  5721-1  [I  Light] 

Overall  length  ....8%  inches 
Diameter  of  Bowl.... 7  inches 

Finish:  Polished  Chrome 
with  Pearlustre  Glass 


No.  5722-1  [2  Lights] 

Packed  4  to  a  Standard  Carton 

Overall  length  . 12  inches 

Diameter  of  Bowl..  inches 


Finish:  Polished  Chrome  with 
Pearlustre  Glass 


No.  8701  [I  Light  Bracket] 

Backplate  . 5  inches 

Extension  . 7%  inches 

Finish:  Copper  Bronze  with  Nugold  Glass 
[With  Canopy  Turn  Switch] 

Packed  2  to  a  Standard  Carton 


No.  5726-2  [3  Lights] 


Overall  length  . 14  inches 

Diameter  ot  Bowl . 16  inches 


Finish:  Copper  Bronze  with 
Ivory  and  Tan  Glass 


No.  5721-2  [U  Light]- 
Overall  length  ....8%  inches 
Diameter  of  Bowl.  . 6I/2  inches 
Finish:  Copper  Bronze 
with  Ivory  and  Tan  Glass 
Packed  4  to  a  Standard  Carton 


When  ordering,  please  mention  Number  and  Finish. 


<2 yro 


U4<> 
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Bellaire 


Residential  Lighting  Fixtures 


No.  8716-1  [3  Lights] 


Overall  length  . 42  inches 

Diameter  of  Bowl . 16  inches 


Finish:  Polished  Chrome  with  Pearlustre  Glass 


No.  8716-2  [3  Lights] 


Overall  length  . 42  inches 

Diameter  of  Bowl . 16  inches 


Finish:  Copper  Bronze  with  Ivory  and  Tan  Glass 


For  extra  chain  add  45  cents 
per  foot  or  fraction  of  a  foot. 
When  ordering,  please  men¬ 
tion  Number  and  Finish 
required. 


All  fixtures  are  wired  com¬ 
plete  with  approved  wiring 
material. 


Listed  under  Label  Service  of  Underwriters'  Laboratories 


■■rug). 
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Dining  Room,  Dinette  and  Sun  Parlor  Fixtures 

in  Bone  White  and  Gold 
or  Copper  Bronze  and  Chrome 

with 

Ivory  Decorated  Glassware 


No.  1 80  [3  Lights] 

Length  Overall  . 42  inches 

Diameter  of  Bowl . 18  inches 

No.  140  [3  Lights] 

Length  Overall  . 42  inches 

Diameter  of  Bowl .  14  inches 


Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 
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Dining  Room  Lights 


No.  5 1 6B  [3  Lights] 


SPECIFICATIONS 


Overall  length  . 42  inches 

Diameter  of  Bowls . I  6  inches 


Add  45c  list  rer  foot  or  fraction  of  a  foot 
for  extra  chain. 


6>*G). 


No.  5I6A  [3  Lights] 


No.5l6C  [3  Lights] 


Finishes 

Stained  Bronze  with 
Nugold  Glassware 

Polished  Chrome  with 
Pearlustre  Glassware 


Listed  under  label  service  of  Underwriters'  Laboratories. 
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Dining  Room  Luminaires 


No.  1050  [3  Lights] 

Overall  Length  . 

Diameter  of  Bowl . 


. . 42  inches 
l6'/2  inches 


Finish  of  Fixture 


CHROME  &  BLUE 

with 

PEARL  IRIDESCENT  GLASS 


COPPER  BRONZE 

with 

TAN  GLASS  with  CRYSTAL  HIGHLIGHTS 


For  extra  lengths  of  chain,  add  45c 
list  per  foot  or  fraction  of  a  foot. 


When  ordering,  please  give 
fixture  number  and  finish, 
also  type  and  finish  of  Glass¬ 
ware  required. 


No.  9050  [3  Light*] 

Overall  Length  . 

Diameter  of  Bowl . 


. . 42  inches 
l6’/2  inches 


Finish  of  Fixture 

COPPER  BRONZE  &  CHROME 
with 

TAN  GLASS  with  CRYSTAL  HIGHLIGHTS 


PAGE  R  -  58 


gV<9.. 


Dining  Room  Luminaires 

(Ceiling  Types) 


No.  l050'/2  [3  Lights] 

Overall  Length  . 14  inches 

Diameter  of  Bow! . l6'/2  inches 

Finish  of  Fixture 

CHROME  &  BLUE 

with 

PEARL  IRIDESCENT  GLASS 


COPPER  BRONZE 
with 

TAN  GLASS  with  CRYSTAL  HIGHLIGHTS 


No.  9050i/2  [3  Lights] 

Overall  Length  .  ...  14  inches 

Diameter  of  Bowl .  1 6'/2  inches 

Finish  of  Fixture 

COPPER  BRONZE  &  CHROME 
with 

TAN  GLASS  with  CRYSTAL  HIGHLIGHTS 


When  ordering 

please 

g've 

fixture  number 

and 

finish 

required. 

See  other  side  of  this  sheet. 
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Belleville 

Residential  Lighting  Fixtures 


The  fixture  above 
with 


illustrates  the  combination  of  Carat  Gold, 
Iridescent  Gold  Glassware. 


=SH- 


See  other  side  ot  sheet 


•♦•fit 


•♦♦SI 


PAGE  R  -  60 


rtjf* 


II 


Bellevill 


II 

e 


Residential  Lighting  Fixtures 


No.  9716  [I  Light] 


Overall  length . 42  inches 

Diameter  of  Bowl . 16  inches 


Wired  with  medium  base  socket  for  lamps  up  to 
300  watts. 


Finishes  of  fixtures 

Carat  Gold 

Bone  White  and  Gold 

♦4S0St*- 

Glassware 

Iridescent  Stippled  Gold 


Carat  Gold  is  a  beautiful  rich  gilt 
finish,  which  looks  very  much  like 
real  gold  plate. 


For  extra  chain  add  45  cents  list  per  foot  or  fraction 
of  a  foot 


No.  9711  [I  Light] 


Overall  length . 12  inches 

Width .  8  inches 


Wired  with  medium  base  socket 
[Add  45c  list  for  canopy  turn  switch.] 


$ 

♦ 


Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 
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"Belleville" 

Residential  Lighting  Fixtures 


No.  9741  [  I  Light] 


Overall  length . 12  inches 

Diameter  of  Bowl . 13  inches 


Wired  with  medium  base  socket  for  lamps  up  to 
I  50  watts. 


All  fixtures  are  wired  complete  with 
approved  wiring  devices  and  heat- 
resisting  wire 


♦ 


When  ordering,  please  give 
fixture  number  and  finish 
required 


No.  973 1  [  I  Light] 


Overall  length . 42  inches 

Diameter  of  Bowl . 8^/4  inches 


Wired  with  medium  base  socket  for  lamps 
up  to  150  watts. 


For  extra  chain  add  45  cents  list  per  foot 
or  fraction  of  a  foot 


Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 


* 


Sf-H 


See  other  side. 
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"Belleville 

Residential  Lighting  Fixtures 


No.  9726  [  I  Light] 


Overall  length . 21  inches 

Diameter  of  Bowl . 16  inches 


Wired  with  medium  base  socket  for  lamps  up  to 
300  watts. 


Metal  Finishes 

Carat  Gold 

Bone  White  and  Gold 

Finish  of  Glassware 

Stippled  Iridescent  Gold 


When  ordering,  please  give 
fixture  number  and  finish 
required 


Carat  Gold  is  a  beautiful  rich  gilt 
finish,  which  looks  very  much  like 
real  gold  plate. 


No.  9721  [I  Light] 

Overall  length . 17  inches 

Diameter  of  Bowl . 8^/4  inches 

Wired  with  medium  base  socket 


See  other  side  of  sheet. 


Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 
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C-103  (5  Lights) 


Overall  Length  . 42  inches 

Diameter  of  Bowl  . I  6  inches 


Listed  Under  Label  Service  with  Underwriters'  Laboratories,  Inc. 
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C-122  (3  Lights) 


Overall  Length  . 14  inches 

Diameter  of  Bowl  . I  2  inches 


For  Extra  Length  of  Chain, 
add  45c  list  per  foot  or 
fraction  of  a  foot 


Finish 

Bone  White  and  Gold 
with 

Etched  Opal  Glassware 


C-102  (3  Lights) 


Overall  Length  . 42  inches 

Diameter  of  Bowl  . 12  inches 


Listed  Under  Label  Service  with  Underwriters'  Laboratories,  Inc. 


«*** 
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Novel  Ceiling  Units 

for 


Bedroom  —  Sun  Parlor  Dinette 


No.  5722-1  [2  Lights] 

Length  Overall  . 12  inches 

Diameter  of  Bowl . I  2^2  inches 

Glassware  Finish — Nugold  or  Pearlustre 


No.  5722-2  [2  Lights] 

Length  Overall  . 12  inches 

Diameter  of  Bowl . 1 2 1/2  inches 

Glassware  Finish — Ivory  and  Tan 


When  ordering  please 
give  fixture  Number 
and  Finish  of  Glassware 
required. 


pa 

v  vd 

s... 

mfim  * 

No.  5721-1  [I  Light] 

Length  Overall  . 8%  inches 

Diameter  of  Bowl . 7  inches 

Glassware  Finish — Nugold  or 
Pearlustre 


No.  5450  [I  Light] 

Length  Overall  . I  I ’/t  inches 

Diameter  of  Bowl . IO'/j  inches 

Can  be  supplied  in  a  choice  of  colors: 
Ivory  &  Blue,  Ivory  &  Pink,  Ivory  & 

Green,  Ivory  &  Gold. 


Finish  of  Fixtures: 

Ivory 

Finish  of  Glassware: 

As  shown 


No.  5721-2  [I  Light] 

Length  Overall  . 8%  inches 

Diameter  of  Bowl . 6^/2  inches 

Glassware  Finish — Ivory  and 
Tan 


Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 


♦•'“’It 
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Novel  Ceiling  Lights 

for  Bedroom,  Sun  Parlor  and  Dinette 


No.  9441  [1  Light] 


Length  Overall . 12  inches 

Diameter  of  Bowl . 12  inches 


Finish  of  Fixtures: 

Ivory  and  Gold,  Copper-Bronze  and  Chrome 
Finish  of  Glassware:  Gold  Iridescent,  Pear!  Iridescent 


No.  5442  [1  Light] 

Length  Overall . 11  inches 

Diameter  of  Bowl . lO1/^  inches 

Finish  of  Fixtures:  ; 

Ivory  and  Gold,  Copper-Bronze,  Polished  Chrome  £ 

Finish  of  Glassware:  Gold  Iridescent,  Pearl  Iridescent 


No.  5444  [1  Light] 


Length  Overall . 11  inches 

Diameter  of  Bowl . 12  inches 


Finish  of  Fixtures:  Ivory  and  Gold 
Choice  of  Glass: 

Decorated  Pink  -  Green  -  Blue  -  Ivory  -  All  Highlighted 


No.  5441  [1  Light] 


%  Length  Overall . 11  inches 

*  Diameter  of  Bowl . 10]4  inches 


Listed  under  Label  Service  of  Underwriters’  Laboratories,  Inc. 

••ax® 
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Novel  Ceiling  Lights 

for 

Bedroom — Sun  Parlor — Dinette 


No.  5449  [1  Light] 

Overall  Length  . 10  inches 

Diameter  Glass  .  9 !4  inches 


No.  5449-2  [1  Light] 

For  Attachment  to  Socket 

Overall  Length  . 8  inches 

Diameter  Glass  . 9'/t  inches 


When  ordering  please  give 
fixture  number,  also  finish  of 
glassware  required. 


No.  5449-2  can  be  attached 
to  any  med:um  base  socket 
without  any  wiring. 


No.  5460  [1  Light] 


Overall  Length  . 11  inches 

Diameter  Glass  . 10  inches 


Fixtures  are  furnished  only  in: 

IVORY 


Glassware  is  furnished  in: 

GREEN,  PINK,  BLUE,  IVORY 
[All  Highlighted] 


Listed  under  Label  Service  of  Underwriters’  Laboratories,  Inc. 


—  fix*" 
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Living  Room,  Bedroom,  Sun  Parlor  and  Breakfast  Room 


No.  25  [5  Lights! 

Length  Overall . 111/£  inches 

Spread  Overall .  . 16  inches 


No.  22  (2  Lights] 


Length  Overall . 12  inches 

Sprecd  Overall . 15  inches 


Choice  of  Finishes 

Bone  White  and  Gold  with 
Pearl  Iridescent  Glassware. 

Sprayed  Goldlustre  and  Polished 
Gold  Highlights  with  Gold 
Iridescent  Glassware. 


Listed  under  Label  Service  of  Underwriters’  Laboratories,  Inc. 


No.  28  A 

Diameter  of  Fixture . 12  inches 

Diameter  of  Glass .  8  inches 

No.  30  A 

Diameter  of  Fixture . 14  inches 

Diameter  of  Glass . 10  inches 


No.  23  |3  Lights] 


Length  Overall . 12  inches 

Spread  Overall . 14  inches 


No.  21  [1  Light  Bracket] 

Backplate-Diameter . 4]T>  inches 

Extension  Overall . 6 %  inches 

With  Canopy  Turn  Switch.  Standard  Package  2  Pieces 


PAGE  R  -  69 


Novel  Ceiling  Lights 

for 

BEDROOM  •  SUN  PARLOR  •  DINETTE 


Choice  of  Fit 

nishes: — 

Paste  1 1  e 

Green 

Pastel  1  e 

Pink 

Pasfelle 

Blue 

Ivory 

No.  Ct  00  (1  Light) 

Wired  Complete 
Diameter  -  1 1  x/i  inches 
Overall  Length  -  9  inches 
(Will  take  up  to  100  Watt  Lamp) 


A  Standard  Carton  contains  4 
Fixtures  packed  in  individual 
containers. 

All  4  fixtures  are  one  color  only 
(assorted  colors  cannot  be 
furnished). 


No.  Cl  00-2  (1  Light) 

(Screws  into  regular  socket) 


When  ordering,  please  specify 
number  and  finish  required. 


Listed  under  Label  Service  of  Underwriters’  Laboratories,  Inc. 

u 
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Ceiling  Lights 

for 

BEDROOM  .  SUN  PARLOR  .  DINETTE 


Glassware  furnished  in  Gold 
Iridescence. 


No.  441  2-Fixture  furnished  in 
Ivory. 


No.  -4-412 

Diameter  -  1 2  inches 


All  fixtures  furnished  wired  com¬ 
plete,  ready  to  install.  (We  re¬ 
commend  lamp  bulbs  from  50  to 
1  50  watts). 

For  attachment  to  any  standard 
base  socket. 


No  4412-2 

Diameter  -  1 2  inches 


When  Ordering,  Please  give 
Number  desired. 


Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 
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Novel  Ceiling  Li  ghls 

for  Bedroom,  Dinette,  Sun  Parlor  and  Kitchen 


When  ordering,  please  give  Fixture  and 
Glass  Numbers,  also  Finish  of  Fixture. 


No.  1 4-FL5447  [7"  x  4"  Ball] 


Diameter  of  Louvre . 12 14  inches 

Overall  Length .  8V2  inches 


Finish  of  Fixtures 

IVORY  and  GOLD 


Finish  of  Glass  Balls 

GOLD  IRIDESCENT  on  bottom 
half  and  Opal  above  Louvre. 


Fixtures  are  furnished  wired  complete. 


Finish  of  Glass  Balls  HYPERION  OPAL  only 


No.  808-SL5448  [8"  Ball] 


Diameter  of  Glass  Louvre . 13]/£  inches 

Overall  Length . 13  inches 


No.  807-SL5447  [7"  Ball] 


Diameter  of  Glass  Louvre . 1 2^/4  inches 

Overall  Length . 12  inches 


Finishes  of  Fixtures 

POLISHED  CHROME  or 
COPPER  BRONZE 


Note:  Fixture  only  is 

No.  14 


Finish  of  Louvre  Discs 

OPAL  with  Stripes  in  CLEAR  CRYSTAL 


Glass  Ball  and  Louvre  is 

FL-5447 

Glass  Ball  only  is  No.  5447  Nugold. 


When  Glassware  only  is  ordered  the  numbers  are 
listed  as  follows: 

Opal  Ball  with  Striped  Louvre  is 
SL-5447. . 7" 

SL-5448 . . 8" 

Opal  Ball  only 
No.  5447  [7"  x  4"  Fitter] 
f  No.  5448  |8"  x  4"  Fitter] 


Listed  under  Label  Service  of  Underwriters’  Laboratories,  Inc 
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For  Bedroom  and  Sun  Pa  rlor 


No.  5454  (1  Light) 

Diameter  of  Glass  9  1  /2  inches 
[Packed  8 — Same  color  glass — to  a  Standard  Carton] 
[Packed  8 — -Assorted  Colors — to  a  Standard  Carton] 


Choice  of  Glassware: 

®  Ivory  Bottom  with  Pink  Top  Border 
©  Ivory  Bottom  with  Blue  Top  Border 
©  Ivory  Bottom  with  Gold  Top  Border 
®  Ivory  Bottom  with  Green  Top  Border 
©  Nugold  Iridescent  all  over 
Please  mention  Glass  finish  when  ordering. 


Finish  of  Fixture 

"IVORY" 

When  ''Assorted  ColcrV'  are  ordered,  please 
mention  colors  required. 

Less  than  Standard  Carton  of  8  pieces, 
cannot  be  furnished. 


When  ordering,  please  give 
fixture  number  required. 


No.  C  84  (1  Light) 


Diameter  of  Glass . . 10%  inches 

Overall  Length .  8  inches 


Fixture  Finish:-  IVORY 
Glassware  Finish:-  Nugold  Iridescent 


No.  C  1 1  7  (3  Lights) 


Diameter  of  Glass . 14  inches 

Overall  Length . 8  inches 
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Series  1 300 


4 


Semi-Indirect  Units  for  Kitchens  and  Bathrooms 


No.  I2/I306G 

With  Flat  Glass  Disc — 10"  Diameter 
Size  of  Unit  only — 6"  x  6"  x  4"  Fitter 
Packed  4  to  a  Standard  Carton 

No.  1 2/1 3080 

With  Flat  Glass  Disc — 12"  Diameter 
Size  of  Unit  only — 7l/2"  x  6%"  x  4"  Fitter 
Packed  4  to  a  Standard  Carton 


No.  I306G 

With  Flat  Glass  Disc — 10"  Diameter 
Size  of  Unit  only — 6"  x  6"  x  4"  Fitter 
Packed  4  to  a  Standard  Carton 

No.  I308G 

With  Flat  Glass  Disc — 12"  Diameter 
Size  of  Unit  only — 1^/2"  x  6%"  x  4"  Fitter 
Packed  4  to  a  Standard  Carton 


No.  12.  Ceiling  holders 
are  furnished  in  Polished 
Chrome — wired  complete 
with  porcelain  socket  and 
strap. 


No.  1306.  Unit  only 

Dimensions — 6"  x  6"  x  4"  Fitter 
Packed  12  to  a  Standard  Carton 

No.  1308.  Unit  only 

Dimensions — 1^/2"  x  6%"  x  4"  Fitter 
Packed  12  to  a  Standard  Carton 


Units  are  furnished  white 
"Enameled,"  with  ribbed 
bottoms  and  sides  in  crys¬ 
tal. 

Glass  Flat  Louvres  are  sup¬ 
plied  White  "Enameled" 
with  clear  crystal  stripes. 


When  ordering,  please  specify  Number  and  Finish 
-  -  (Pxo- 


u  a.  a. 
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Louvre  Units 

for  Kitchen,  Breakfast  Nook  and  Bathroom 


1 2/L-497 

Diameter  of  Glass  Louvre — 12  inches 
Dimensions  of  Unit — 7A"  x  1V%"  x  4" 
[Packed  4  to  a  Carton.] 


Choice  of  Colors 
Glass  Louvres 

Opal — Green  Stripe 
Opal — Red  Strjpe 
Opal— Black  Stripe 
Opal — Clear  Stripe 


1 2/L-498 

Diameter  of  Glass  Louvre — 12  inches 
Dimensions  of  Unit — x  7A"  x  4" 
[Packed  4  to  a  Carton.] 


L-497 

Diameter  of  Glass  Louvre — 12  inches 
Dimensions  of  Unit — 7  A"  x  7  A"  x  4" 
[Packed  4  to  a  Carton.] 


L-498 

Diameter  of  Glass  Louvre — 12  inches 
Dimensions  of  Unit — 7 A"  x  7 A"  x  4" 
[Packed  4  to  a  Carton.] 


497 

Dimensions  of  Unit — 7  A"  x  7  A"  x  4" 
[Packed  12  to  a  Carton.] 


498 

Dimensions  of  Unit — 7 A"  x  7A"  x  4" 
[Packed  12  to  a  Carton.] 


Assorted  Louvre  finishes  cannot  be  supplied  in  one  standard  carton. 
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Kitchen  and  Bathroom  Units 

With  and  Without  Glass  Louvres 


No.  I306G  [Enameled] 

With  Flat  Glass  Disc — 10"  Diameter 
Size  of  Unit  only — 6"  x  b"  x  4"  Fitter 
Packed  4  to  a  Standard  Carton 

No.  I308G  [Enameled] 

With  Flat  Glass  Disc — 12"  Diameter 
Size  of  Unit  only — 7^/2"  x  6%"  x  4"  Fitter 
Packed  4  to  a  Standard  Carton 


No.  3206EL  [Enameled] 

No.  3206L  [Hyperion] 

With  Flat  Glass  Disc — 10"  Diameter 
Size  of  Unit  only — b^/2"  x  5%"  x  4"  Fitter 

No.  3208EL  [Enameled] 

No.  3208L  [Hyperion ] 

With  Flat  Glass  Disc — 12"  Diameter 
Size  of  Unit  only — 8^/2"  x  7 ’/g "  x  4"  Fitter 
Packed  4  to  a  Standard  Package 


No.  63C8EL  [Enameled] 

No.  6308L  [Hyperion] 

With  Flat  Glass  Disc — 12"  Diameter 
Size  of  Unit  only — 8x6M*4"  Fitter 
Packed  4  to  a  Standard  Carton 


No.  61 08 L  [Hyperion  Only] 

With  Flat  Glass  Disc — 12"  Diameter 
Size  of  Unit  only — 8^/2"  x  6"  x  4"  Fitter 
Packed  4  to  a  Standard  Carton 


No.  6208EL  [Enameled] 

No.  6208L  [Hyperion] 

With  Flat  Glass  Disc — 12"  Diameter 
Size  of  Unit  only — 7I/4"  x  7%"  x  4"  Fitter 
Packed  4  to  a  Standard  Carton 


When  ordering,  please  specify  Number  and  Finish. 

Listed  under  Label  Service  of  Underwriters'  Laboratories.  Inc. 
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Novel  Units 

for  Kitchen  and  Bathroom 

(Metal  Holders  in  Chromalustre  or  Chrome) 


CHROMALUSTRE  is  an 

applied  silver  grey  finish 
simulating  a  Satin  Alumi¬ 
num  effect. 


No.  12/296. 

Weight  Standard  Package — 24  Lbs. 

No.  12/299. 

Weight  Standard  Package — 33  Lbs. 


No.  12/294. 

Weight  Standard  Package — 
21  Lbs. 


NOTE 

Metal  holders  are  fur¬ 
nished  wired  only  with 
Keyless  Medium  Base 
sockets,  complete  with 
cross-bar,  screws  and  nuts. 


Metal  Holders  will  not 
be  furnished  without 
glassware. 


With  colored  stripes  in  Green, 
Black  or  Red 

[Please  mention  color  required] 


No.  296 — 7"  x  4%"  x  4"  Fitter 
Weight  Standard  Package — 18  Lbs. 

No.  199— W  x  5%"  x  4"  Fitter. 
Weight  Standard  Package — 27  Lbs. 


No.  294 — 6%A"  x  4V2"  x  4". 
Weight  Standard  Package — 
1 5  Lbs. 


No.  296C — 7"  x  4%"  x  4"  Fitter. 
Weight  Standard  Package — 18  Lbs. 

No.  299C— Q'A"  x5h"x  4"  Fitter. 
Weight  Standard  Package — 27  Lbs. 


Standard  package  of  all  items  is  12  Pieces. 


Listed  under  Label  Service  of  Underwriters’  Laboratories,  Inc. 

••avroDE 
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Ceiling  Bowl  Fixtures 

With 

//Hyperion//  Glassware 


Metal  Parts  can  be  supplied 
in  either  “CHROME”  or 
“CHROMALUSTRE.” 

[Chromalustre  is  an  applied 
Metalustre,  giving  a  Satin 
Finish  Aluminum  effect.] 


No.  706 — 3508 
No.  708—3510 
No.  710—3512 
No.  712—3514 
No.  714—3516 


Complete  Fixtures  and  Glassware 
packed  one  to  a  carton. 


All  fixtures  are  supplied 
wired  complete,  and  fur¬ 
nished  with  inner  metal  re¬ 
flectors,  which  do  not  per¬ 
mit  the  light  to  form  halos 
on  the  ceiling. 


No.  708^—35083^ 
No.  710H— 351  OH 
No.  71  2M—  351 23^ 
No.  71 43^ — 351  \y<i 
No.  7163^—35163^ 


No.  3508  to  No.  3516 


No.  35081/2  to  No.  351 6V2 


Number 

Glassware  Only 

Dimensions  of  G 

assware 

Number  of 
Sockets 

Standard  Carton 
Glassware  Only 

Fixture  Complete 

Diameter 

Depth 

Fitter 

706—3508 

3508 

8' 

X 

3V*' 

x  6' 

1  Light 

24  Pieces 

708—3510 

3510 

10' 

X 

3J*' 

x  8' 

2  Lights 

4 

710—3512 

3512 

12' 

X 

4V*' 

x  10' 

2  Lights 

4 

712—3514 

3514 

14' 

X 

4  V*' 

x  12' 

3  Lights 

4 

714—3516 

3516 

16' 

X 

5V*' 

x  14' 

3  Lights 

2  " 

708 Vi — 3508V* 

3508  V* 

8' 

X 

3' 

j 

1  Light 

24 

710V* — 3510V* 

3510V* 

10' 

X 

3V*' 

f  No  Fitter  bu  t 

2  Lights 

4 

712V*—  3512V* 

3512V* 

12' 

X 

3H' 

^  with  Hole  in 

2  Lights 

5  •' 

714}*— 3514  V* 

3514V* 

14' 

X 

4V*  * 

\  Bottom 

3  Lights 

5 

716V* — 3516V* 

3516V* 

16' 

X 

4V£* 

3  Lights 

2 

When  ordering,  please  mention  Fixture  Number,  Finish  and  Glassware  Number  desired. 


Listed  under  Label  Service  of  Underwriters’  Laboratories,  Inc. 
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Ceiling  Fixtures  and  Bowls 


Polished  Chrome  Fixtures 


Enameled  Opal  Glassware  with 
Frosted  Crystal  Bottom  and  Side  Ribs 

No.  210/3710  [2  Lights] 

Overall  depth  . 5/8  inches 

Glass . Diameter  10  inches 

Packed  I  to  a  Standard  Carton 


No.  212/3712  [2  Lights] 

Overall  depth  .  .  .  .  .5%  inches 

Glass . Diameter  12  inches 

Packed  I  to  a  Standard  Carton 


No.  214/3714  [3  Lights] 

Overall  depth  . 5%  inches 

Glass . Diameter  14  inches 

Packed  I  to  a  Standard  Carton 


Polished  Chrome  Fixtures 


Enameled  Opal  Glassware  with 
Frosted  Crystal  Bottom  and  Side  Ribs 

No.  206/3706  [  I  Light] 

Overall  depth  . 4%  inches 

Glass . Diameter  6  inches 

Packed  I  to  a  Standard  Carton 

No.  208/3708  [I  Light] 

Overall  depth  . 4%  inches 

Glass .  Diameter  8  inches 

Packed  I  to  a  Standard  Carton 


Polished  Chrome  Fixtures 
Velva  Glassware 
No.  1008  [  I  Light] 


Diameter  of  Metal  Ring....  7/4  inches 

Overall  depth  .  4/2  inches 

Glassware  .  63/4  inches 

Standard  Carton  . I  piece 

No.  1010  [I  Light ] 

Diameter  of  Metal  Ring....  7/4  inches 

Overall  depth  .  6  inches 

Glassware  .  8/2  inches 

Standard  Package  . I  piece 


With  hole  in  bottom  centre 
No.  3710 

Dimensions . 10"  Diam.  x  3%"  Deep 

Standard  Carton  . 4  pieces 

No.  3712 

Dimensions . 12"  Diam.  x  4"  Deep 

Standard  Carton  . 5  pieces 

No.  3714 

Dimensions . 14"  Diam.  x  4/2"  Deep 

Standard  Carton  . 5  pieces 


No.  1008  and  No.  1010 

can  also  be  supplied  in 
White  Enamel. 


With  regular  fitter 
No.  3706 

Dimensions . 6"  Diam.  x  3/2”  Deep 

Standard  Carton  . 24  pieces 

No.  3708 

Dimensions . 8"  Diam.  x  3%"  Deep 

Standard  Carton  . 24  pieces 


Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 


..04W 


Specify  number  and  finish,  when  ordering 


PAGE  R  -  79 


••«xc) 


u  vre 

a  n 


Bottom  Ceiling 

d  Enclosing  Globes 


Units 


With  Bl  ue  Bottom  Plain  Opal 

708i/2/3608-B . 708i/2/3608 

71 0y2/361 0-B . . 71 0i/2/361 0 

71 2i/2/361 2-B . 71 2i/2/361 2 

71 4i/2/361 4-B . 71 4i/2/361 4 

71 6i/2,/361 6-B . 71 6i/2/361 6 


With  Blue  Bottom  Plain  Opal 

3608-B . 3608 

361 0-B . 3610 

361 2-B . 3612 

361 4-B .  . 361 4 

361 6-B . 3616 


Fixtures  are  furnished  in  Polished  Chrome 


FIXTURE 

COMPLETE 

Finish  of 
Glass 

Glassware 

Only 

Dimensions 
of  Glass 

Number 

of 

Sockets 

Standard 

Packase 

Glass 

Standard 

Package 

Fixtures 

Comp. 

Diam.  Depth 

708i/2/3608-B 

Blue  Bottom 

3608-B 

8  x  33/4 

1  Light 

24 

1 

710y2/3610-B 

a  a 

361 0-B 

10  x  4 

2  “ 

5 

1 

71 2y2/361 2-B 

u  u 

361 2-B 

12  x  4% 

2  “ 

5 

1 

71 4i/2/361 4-B 

U  (l 

361 4-B 

14  x  5^8 

3  “ 

5 

1 

716i/2/361 6-B 

u  a 

361 6-B 

16  x  6V2 

3  “ 

3 

1 

708i/2/3608 

Opal 

3608 

8  x  33/4 

1  “ 

24 

1 

71  oy2/36i  0 

a 

3610 

10  x  4 

2  “ 

5 

1 

71 2y2/361 2 

a 

3612 

12  x  4  y% 

2  “ 

5 

1 

714i/2/3614 

a 

3614 

14  x  5% 

3  “ 

5 

1 

71 6y2/361 6 

a 

3616 

16  x  6V2 

3  “ 

3 

1 

Number 

Finish 

Dimensions 
Diam.  Depth 

Fitter 

Standard 

Package 

Suggested 

Wattage 

6208-B 

Blue  Bottom 

71/4  x  73/4 

x  4 

12 

75 

621 2-B 

U  U 

12  x  81/2 

x  6 

4 

100-150 

621 4-B 

a  a 

14  x  10 

x  6 

2 

1 50-200 

621 6-B 

u  a 

16  x  11  Ys 

x  6 

2 

200-300 

When  ordering,  please  mention  number  and  finish  required. 


:S>-rS" 


um.*- 
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Crystal  Bottom  Units 

for  Kitchen  -  Bathroom  -  Kitchenette 


No.  2408 


Number 

Dimensions 
Width  Length 

Fitter 

Standard 

Package 

Weight 

Standard  Package 

184 

7"  x  10 Vs" 

X 

4" 

4 

16  lbs. 

2264 

9"  x  9%" 

X 

4" 

4 

18  lbs. 

2264-E 

9"  x  9%" 

X 

4" 

4 

18  lbs. 

2408 

8^"  x  6%" 

X 

4" 

12 

46  lbs. 

••eXe): 
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Bedroom  Units  and  Shades 

Made  of  "HYPERION"  Glass 


No.  1709  E 


Kindly  mention  color  panels 
desired. 

Different  colors,  however,  cannot 
be  furnished  assorted  in  one  carton. 


Can  be  furnished  with  Pink-Blue 
or  Ivory  Panels  instead  of  Green 
as  shown. 

Different  colors,  however,  cannot 
be  furnished  assorted  in  one  carton. 


No.  1  707  E 


Number 

Standard 

Dimensions 

Weight 

Package 

Width 

Length 

Fitter 

Standard  Package 

1709  E 

4 

9' 

X 

6M* 

4’ 

11  lbs. 

1707  E 

12 

T 

X 

5M' 

214' 

20  lbs. 
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Novel  Ceiling  Lights 

for 

Bedroom — Sun  Parlor — Dinette 


1 4/FL3208G  [I  Light! 

Overall  Length  . 

Diameter  of  Globe . 

Diameter  of  Glass  Louvre . 


10  inches 
8^/2  inches 
I3I/2  inches 


Finish  of  Fixture 

IVORY  &  GOLD 

Finish  of  Units 

IRIDESCENT  GOLD 

Finish  of  Glass  Louvres 

IVORY  with  COLORED  FLOWERS 


When  ordering,  please  give 
number  and  finish  required. 


No.  I4/3208G  [I  Light] 


Overall  Length  .  9  inches 

Diameter  of  Globe .  8'/2  inches 


Listed  under  Label  Service  of  Underwriters'  Laboratories, 
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Hyperion 


Electrics,  Eye  Shades,  Reflectors  and  Balls 


B-57— Ball 

With  and  Without 
Metal  Fitters 


1910 — Bowl 


Numbers 

Glass  Only 

Standard 

Packages 

Width 

Dimensions  of  Glass 
Length 

Fitter 

Weight 

Standard  Package 

499 

36 

AH" 

X 

6" 

X 

2  H" 

33  lbs. 

300 

36 

5” 

X 

AH" 

X 

2  H" 

30  lbs. 

1520 

45 

6" 

X 

3Vh" 

X 

2H" 

30  lbs. 

1520 

30 

1" 

X 

AH" 

X 

2H" 

36  lbs. 

1520 

24 

8" 

X 

5" 

X 

2  H 

40  lbs. 

501 

30 

6H" 

X 

AH" 

X 

2H" 

30  lbs. 

B  57 

27 

6" 

X 

6" 

X 

3  H" 

26  lbs. 

B  57 

12 

7’ 

X 

7' 

X 

3  H" 

18  lbs. 

B  57 

12 

8*' 

X 

8" 

X 

3H-A" 

22  lbs. 

B  57 

1 

10' 

X 

10" 

X 

4-5-6" 

4  lbs. 

B  57 

1 

12' 

X 

12" 

X 

6-7-8" 

6  lbs 

B  57 

1 

14' 

X 

14' 

X 

6-8" 

8  lbs 

B  57 

1 

16' 

X 

16" 

X 

6-8' 

10  lbs. 

B  57 

1 

18" 

X 

18" 

X 

6-8" 

13  lbs. 

B  57 

1 

20" 

< 

20" 

X 

6-8' 

45  lbs. 

1911 

36 

AH" 

X 

5  l/8  " 

X 

2  H" 

35  lbs. 

1910 

8 

11* 

X 

5" 

X 

10" 

22  lbs 

1910 

5 

13' 

X 

5  H" 

X 

12" 

23  lbs. 

1910 

4 

15" 

X 

6" 

X 

14" 

26  lbs. 

Please  specify  sizes  of  1520,  1910  and  B-57  that  may  be  desired. 
Also  mention  size  of  Fitter  desired  on  B-57  Balls. 


U  *  A 


•«! 
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L  E.  S.  Shades 

[Approved  and  Un-approved] 


"APPROVED"  SHADES 

Specially  selected  shades,  made  and 
tested  in  accordance  with  the  Lighting 
SpeciPicationsof  the  Illuminating  Enginee¬ 
ring  Society,  for  use  with  I.  E.  S.  Lamps. 


"UN-APPROVED"  SHADES 

The  same  in  shape,  appearance  and 
quality  of  glassware  as  the  "approved" 
shades,  but  not  selected  to  meet  the 
specifications  of  the  Illuminating  Engi¬ 
neering  Society. 


No.  309— "APPROVED" 

No.  309 — -"Un-approved" 

Diameter  10"  —  Fitter  2!4" 

Weight  per  standard  carton  of  6  pieces —  17  lbs 

No.  310— "APPROVED" 

No.  310— "Un-approved" 

Diameter  10"  —  Fitter  274" 

Weight  per  standard  carton  of  6  pieces- —  17  lbs 

No.  315— "APPROVED" 

No.  315 — "Un-approved" 

Diameter  10"  —  Fitter  23A" 

Weight  per  standard  carton  of  6  pieces —  17  lbs 


No.  338— "APPROVED" 

No.  338 — "Un-approved" 

Diameter  93/s"  —  Fitter  2%" 

Weight  per  standard  carton  of  6  pieces —  14  lbs 


No.  311— "APPROVED" 

No.  311 — "Un-approved" 

Diameter  10"  —  Fitter  2%" 

Weight  per  standard  carton  of  6  pieces-  -  17  lbs 


No.  31 7 — "APPROVED”  Only, 

Diameter  10" — Fitter  2%" 
Weightper  standard  carton  of  6  pieces — 1 8  lbs 


No.  10— "APPROVED"  Only, 
End  Table  Lamp  Diffusser 
Depth  6"  —  Top  Opening  4" 
Diameter  7"  —  Fitter  214" 
Weight  per  standard  carton  of 
6  pieces —  1 3  lbs 

No.  1 1— "APPROVED"  Only, 
End  Table  Lamp  Diffusser 
Depth  6M"~"Top  Opening  4J4" 
Diameter  7J4"  —  Fitter 
Weight  per  standard  carton  of 
6  pieces — 1 5  lbs. 


No.  308— "APPROVED" 

No.  308 — "Un-approved" 

Diameter  8"  —  Fitter  214" 

Weight  per  standard  carton  of  6  pieces —  13  lbs 
No.  501— Diam.  6'/4"x43A"x2'/4"  Fitter 
No.  506—  Diam.  6"  x5Vz'x2Va"  Fitter 
Weightper  standard  carton  of  6  pieces  —  6  lbs 


-OvtG>— 
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Kitchen  and  Bathroom  Lights 

With  Velva  Glass 


With  Hyperion  Glass 
B  155 

Wired  Complete  with  Convenience  Outlet 
Bookplate  . 6  x  V/4  inches 

B  l55'/2 

Without  Convenience  Outlet 
(Complete  with  Turn  Button  Switch) 
Packed  4  to  a  Standard  Carton 


No.  I43A  [2  Lights] 


Please  mention  fixture 
number  required. 

Advise  if  Convenience 
Outlet  is  desired. 

All  Brackets  are  furnished 
in  Polished  Chrome,  and 
wired  complete. 


With  "Enameled"  Glass 


With  Velva  Glass 


i 


No.  I42A  [  I  Light] 

Backplate  . 6'/2  x  3%  inches 

Extension  from  Wall . 6%  inches 

[With  or  Without  Convenience  Outlet] 
[Can  be  supplied  with  Turn  Button 
Switch  at  45c  list  extra.] 

Packed  4  to  a  Standard  Carton 

With  "Enameled"  Glass 


BI46-S4  [I  Light] 

Backplate  . 6*/4  x  3%  inches 

Extension  from  Wall . 6  inches 

With  Turn  Button  Switch 
[With  or  Without  Convenience  Outlet] 
Packed  4  to  a  Standard  Carton 


Backplate  . 6^2  x  3%  inches 

Width  of  Glass  Shade..  12%  inches 
Extension  from  Wall....  6%  inches 
[With  or  Without  Convenience  Outlet] 
[Can  be  supplied  with  Pull  Chain 
Switch  at  60c  list  extra.] 

Packed  2  to  a  Standard  Carton 


With  "Enameled"  Glass 


BI44  [I  Light] 

Backplate  . 5'/2  inches  Diameter 

Extension  from  Wall . 8  inches 

Fitter  . 3%  inches 

[With  or  Without  Convenience  Outlet] 
[Can  be  supplied  with  Pull  Chain 
Switch  at  30c  list  extra.] 

Packed  4  in  a  Carton 

With  "Enameled"  Glass 


BI45-G4  [I  Light] 

Backplate  . 9  x  3  inches 

Extension  from  Wall . 6  inches 

With  Turn  Button  Switch 
[With  or  Without  Convenience  Outlet] 
Packed  4  to  a  Standard  Carton 


BI47-G4  [I  Light] 


Backplate  . 6  x  6  inches 

Extension  from  Wall . 6  inches 


With  Turn  Button  Switch 
[With  or  Without  Convenience  Outlet] 
Packed  4  to  a  Standard  Carton 


Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 
E<2x»- 
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Fluorescent  Wall  and  Ceiling  Lights 

For  Bathroom  and  Kitchen  (Unshielded) 

Polished  Chrome  Finish 


One  Light 


F-17 — 15  watt  size 


For  15  Watt  and 
20  Watt  Size  Lamps 


110-125  Volt  — 60  Cycle  — 
A.C.  Current 


For  220  Volt — Prices  will  be 
given  on  request. 


Two  Lights 


F-15 — 15  watt  size 


Width  of  Bracket,  214  inches 

Length  . 23  inches 


Width  of  Bracket,  414  inches 

Length  . 23  inches 


F-21  [Ej] — 20  watt  size  F-22 — 20  watt  size 

Width  of  Bracket,  214  inches  Width  of  Bracket,  414  inches 

Length  . 29  inches  Length  . 29  inches 


For  Canopy  Pull  Switch, 
add  60c  list 

• 

For  Convenience  Outlet 
add  45c  list 


Listed  under  Label  Service  with  Underwriters'  Laboratories,  Inc. 

Fixtures  can  be  furnished  for  HIGH  or  LOW  Power  Factor 

When  Ordering,  Please  Give  Number  and  Finish  Required, 
also  "Power  Factor"  • — High  or  Low 

(Low  Power  Factor  will  be  furnished  unless  otherwise  noted  on  order) 
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Fluorescent  Wall  Brackets 

With  Flat  Etched  Glass  Panels 


H-2 15  (2-15  watt) 
H-217  (1-15  watt) 
H-22  (2-20  watt) 

H-2 1  ( I  -20  watt) 


E-215  (2-15  watt) 
E-217  (1-15  watt) 
E-22  (2-20  watt) 

E-21  (I -20  watt) 


Dimensions 

Fixtures  can  be  supplied  for 

15-waft  size  fixtures 

either  "HIGH"  or  "LOW" 

Length  —  23  inches 

Power  Factor. 

Glass  —  21"  x  6" 

• 

• 

20-watt  size  fixtures 

When  ordering  please  men- 

Length  —  29  inches 

tion  Number,  Size,  Finish  and 

Glass  —  27"  x  6" 

Power  Factor  required. 

For  Canopy  Pull  Switch:  Add  60c  each  list 
For  Convenience  Outlet:  Add  45c  each  list 


For  I  10-125  Volt  —  60  Cycle  —  A.C.  Current 

For  220  Volt — Prices  will  be  given  on  request 
Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 


Cl  a.  A. 
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Fluorescent  Wall  Brackets 

With  Oval  Bent  Etched  Glass  Panels 


D-0215  (2-15  watt) 
D-0217  (I -1 5  watt) 
D-022  (2-20  watt) 

D-021  (I -20  watt) 


Ivory  Brackets 
with 

Etched  Ivory  Glass 


Polished  Chrome  Brackets 
with 

Etched  Opal  Glass 


H-0215  (2-15  watt) 
H-02I7  (1-15  watt) 
H-022  (2-20  watt) 

H-021  (I -20  watt) 


For  15-Watt  Size  Lamps 


E-0215  (2-15  watt) 
E-0217  (1-15  watt) 
E-022  (2-20  watt) 

E-021  (1-20  watt) 


Dimensions 

Fixtures  can  be  supplied  for 

1  5-watt  size  fixture 

either  "HIGH"  or  "LOW" 

Length  —  23  inches 

Power  Factor. 

Glass  —  21"  x  8^/2" 

• 

• 

20-watt  size  fixture 

When  ordering  please  men- 

Length  —  29  inches 

tion  Number,  Size,  Finish  and 

Glass  —  27"  x  8^/2' 

Power  Factor  required. 

For  Canopy  Pull  Switch:  Add  60c  each  list 
For  Convenience  Outlet:  Add  45c  each  list 

For  110-125  Volt  —  60  Cycle  —  A.C.  Current 

For  220  Volt — Prices  will  be  given  on  request 
Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 


■<LV<c)i 
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Fluorescent  Ceiling  Fixtures 

For  Bedroom  —  Sun  Parlor  —  Dinette  —  Recreation  Room 


Fixtures  are  furnished  in  I 
and  2  lights,  for  15-watt 
and  20-watt  lamps. 

• 

Dimensions 

15-watt  size  fixtures 
Length  —  23  inches 
Glass  —  21"  x  6" 

• 

20-watt  size  fixtures 
Length  —  29  inches 
Glass  —  27"  x  6" 


H-215  (2-15  watt) 
H-217  (1-15  watt) 
H-22  (2-20  watt) 

H-2 1  ( I  -20  watt) 


D-215  (2-15  watt) 
D-217  (I -1 5  watt) 
D-22  (2-20  watt) 

D-2 1  (I -20  watt) 


E-215  (2-15  watt) 
E-217  (1-15  watt) 
E-22  (2-20  watt) 

E-21  (1-20  watt) 


Fixtures  can  be  supplied  for 

Finishes: 

either  "HIGH"  or  "LOW" 

Polished  Chrome  with 

Power  Factor. 

• 

Etched  Opal  Glass 

When  ordering  please  men- 

• 

tion  Number,  Size,  Finish  and 

Ivory  with  Etched 

Power  Factor  required. 

Ivory  Glass 

For  I  10-125  Volt  —  60  Cycle  —  A.C.  Current 

For  220  Volt — Prices  will  be  given  on  request 
Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 


PAGE  R-90 


- fi>U~ 

Fluorescent  Ceiling  Fixtures 

For  Bedroom  —  Sun  Parlor  —  Dinette  —  Recreation  Room 


Fixtures  are  furnished  in  I 
and  2  lights,  for  15-watt 
and  20-watt  lamps. 


H-0215  (2-15  watt) 
H-0217  ( 1-15  watt) 
H-022  (2-20  watt) 

H-021  (I -20  watt) 


Finishes: 

Polished  Chrome  with 
Etched  Opal  Glass 


Ivory  with  Etched 
Ivory  Glass 


D-0215  (2-15  watt) 
D-0217  (1-15  watt) 
D-022  (2-20  watt) 

D-021  (I -20  watt) 


E-0215  (2-15  watt) 
E-02 17  (1-15  watt) 
E-022  (2-20  watt) 

E-02 1  ( I  -20  watt) 


When  ordering,  please  specify  number  and  finish  required 

For  I  10-125  Volt  —  60  Cycle  —  A.C.  Current 

For  220  Volt — Prices  will  be  given  on  request 
Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 


Dimensions 

15-watt  size  fixture 
Length  —  23  inches 
Glass  — 21"  x  8'/2" 

• 

20-watt  size  fixture 
Length  —  29  inches 
Glass  — 27"  x  8l/2" 


Fixtures  can  be  supplied  for 
either  "HIGH"  or  "LOW" 
Power  Factor. 

• 

When  ordering  please  men¬ 
tion  Number,  Size,  Finish  and 
Power  Factor  required. 
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Fluorescent 

Bedroom  —  Sun  Parlor  —  Recreation  Room  —  Breakfast  Room 


Y-K220 


Y-L220 


Y-H220 


Y-D220 


Equipped  for  High  Power  Factor 

All  Fixtures  are  wired  for  110-125  Volt  —  60  Cycle  —  Alternating  Current,  and  are 
listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 

For  220  Volt — Prices  will  be  given  on  request 


Finishes: 

Y-D220 

Y-H220 

Y-K220 

Y-L220 

—  Silverlustre 

—  Silvertone  —  Highlited 

—  Silvertone  —  Highlited 

—  Silvertone  —  Highlited 

Number 

Number  and 

Size  of  Lamps 

Dimensions 

Length  Width 

Y-K220 

2-20  watt 

28  inches  x  8  inches 

Y-L220 

2-20  watt 

24  inches  x  8  inches 

Y-H220 

2-20  watt 

24  inches  x  6  inches 

Y-D220 

2-20  watt 

24  inches  x  8  inches 
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Fluorescent 

For  Kitchen  and  Bathroom 

(Finish:  High  Temperature  Baked  Porcelain  Effect  White  Enamel — Chrome  Rosettes) 


No.  32A — (For  2-20  watt  lamps) 

Adapterlite — for  Attachment  to  existing  4"  and  6"  Fitters 
Complete  with  Cord  and  Plug 


No.  32 — (For  2-20  watt  lamps) 

For  Installation  directly  to  Outlet  Box 
(Underwriters'  Label  Furnished) 


Note:  When  No.  32A  is  ordered, 

Note:  All  fixtures  are  furnished 
tor  110  volt  —  60  cycle  — A.C. 

please  give  size  of  Fitter.  When 

(For  220  volts,  prices  given 

fitter  size  is  not  specified,  4"  will 

on  request.)  Only  Low  Power 

be  supplied. 

Factor  Ballasts  furnished  with 

these  fixtures. 

Listed  under  Label  Service  of  Underwriters'  Laboratories,  Inc. 


FLUORESCENT 


fixtures 


(guarantee 

In  regard  to  "Auxiliary  Equipment,"  which 
includes  ballasts,  compensators,  thermal 
switches  and  sockets,  we  buy  the  best  pos¬ 
sible  equipment  on  the  market,  and  we 
pass  on  to  our  customers  the  same  guar¬ 
antee  we  receive  from  the  "Auxiliary 
Equipment"  manufacturers,  i.  e., 

“That  such  equipment  (without  any  other 
incidental  expense  for  the  replacement  of 
such)  will  be  replaced  by  us  within  a  speci¬ 
fied  time,  f.o.b.  our  factory." 


Ail  fixtures  ere  furnished,  wired  complete  and  are  listed  under  Label  Service  with 

Underwriters'  Laboratories,  Inc. 
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